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Some Consider This One of the Finest Examples of Ladder Rescue Work by the New York Fire Department 










The Chi ef ‘Sa ys— 


“Now that it's almost time for those spring 
grass and rubbish fires I've placed an order 
for a new supply of INDIAN FIRE PUMPS. 
Thev're by far the best portable outfit we've 
ever used and the low price is an important 
item these days. If you're using INDIANS 
now you know how valuable they are——if not 
take my advice and try one out right away.” 





EnmE SME 


ENEDEAN 


Panmne Pump 


"Tank is Curved to Snugly Fit the Back and Pump Has No Leather Plunger to Give Trouble” 





shield (see illustration below) 
that has not increased cost of pump. 


New ventilated 
provement, 


PATENTED 





FORM.-FITTING. VENTILATED SHIELD GIVES A CON 

STANT CIRCULATION OF AIR BETWEEN WATER TANK 

AND CARRIER’S BACK. IT PROTECTS THE BACK FROM 

THE COLD WATER AND MOISTURE IN THE TANK AND 
KEEPS THE BACK WARM AND DRY 











D. B. SMITH & 


408° MAIN STREET 

D. B. SMITH & CO 

408 Main St., Urica, N. Y 

Gentlemen 
pump line. 
NAME 
ADDRESS 


Crry STATE 







is a valuable im- 
The INDIAN uses 
only clear water. 
No operating ex- 
pense. No chem- 
icals to buy. 
Sturdy carrying 
handle permits 
carrying pump by 
hand when not in 
use, and also 
serves to retain 
pump. 

Extra strong con- 
struction throug’) 
out enables IN- 
DIAN to. with- 
stand severe abuse. 
The INDIAN 
FIRE PUMP com- 
bines the ideas of 
foremost author- 


ities on forest, 
grass, brush, rub- 
bish, awning or 


roof fires. 


Truck Cuseying Rack 





Unbreakable, mal- 
leable iron rack 
bolts to running 
board or floor. 
Pump fits snugly. 
Heavy wide straps 
with strong buckle 
are instantly locked 
or unfastened. Rack 
is usual bright red. 


Coil steel spring 
eliminates shock 
on rough roads. 


co. 


UTICA, N. Y. 


Please send at once complete information on your fire 











We shall appreciate 








your mentioning 
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Even in These 
Hectic Days— 


OU won't have trouble getting an appropriation to 
Sahm a Barton Fire Pump. And it's easy to explain 

why. The reason: a small appropriation covers every- 
thing—both chassis and pump. 


Unlike the heavy, bulky fire pumps of yesterday, the 
Barton is a modern centrifugal—small and compact for 
its rating. The design is simple; the price low. 


Add to that fact one other: due to our patented front 
mounting (see photo of pump above), the Barton can be 
used with any commercial chassis, eliminating costly altera- 
tions, special transmission, excessive labor charges, etc. 
Thus hundreds of dollars can be saved in the first cost 
of the complete apparatus. 


Barton Pumps handle dirty water from suction equally as 
well as clean water from hydrants. Four sizes are avail- 
able—all automatically primed. The two largest pumps 
have passed the Underwriters’ 12-hour tests. Here is a 
case where the best costs the least. You should know 
about Barton Pumps. AMERICAN STEAM PUMP COM- 
PANY, Battle Creek, Michigan. 


We have a representative near you who can fur- 
nish full details, quote on apparatus, etc. Write 
us for his address and for our FREE Circular. 
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When You Buy Ladders, Buy the New 


— DUO" 
TRUSS LADDERS 


with these important features 


( | ) Truss Rungs Set in Straight Line. This means greater 

safety, greater efficiency. The rungs are turned from 

one solid piece of well seasoned hickory, which means 

that rungs can't dry up and loosen in their sockets. The 

top section rests on all rungs evenly. The ladders will 

not bind,—they are always free to slide. They are so 
made that they can't sag at the ends. 


(2 ) Less distance between laps. 
(3 ) Less vertical banking space required. 


























ONE PIECE 
/ | ee 
AN MORTISE 


Practical chiefs will welcome this new "DUO" truss ladder as a 
definite advancement in ladder construction. Note how the 
rungs are set into the rail and truss. Everything about the "DUO" 
ladder gives you greater strength and safety. 

We suggest you send now for literature and prices on the "DUO" 
and be sure to ask about our combination ladder which com- 
bines five ladders in one. No obligation in writing—tliterature 
will be mailed to you gladly. 


Limited number of territories open for distributors 
Write for information. 


JOHN K. ARPS MFG. CO. 


CHILTON, WIS. 
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Call the roll and hear the firemen 


shout. . “GOODYEARS!”’ 


Tires and suction hose—all Good- 
year. Pumper of Liberty Fire 
Company, Allentown, Pa. 


MORE TONS ARE HAULED ON GOODYEAR TIRES 


Kindly mention Fire ENGINEERING when writing 
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HE BOYS around at the fire house ought to know tires. 
Don’t they trust their lives to them? 


There’s SAFETY in that mighty road-grip of the deep, 
diamond block,center traction Goodyear All-W eatherTread. 


There’s SAFETY in the never-say-die toughness of that 
Goodyear Supertwist Cord body. 


There’s SAFETY in the brute strength that takes a 
Goodyear through road-hazards. 


And for you, who control the buying of fire department 
tires, there’s ECONOMY for these money-saving days in 
Goodyears’ long wear and resistance to deterioration while 
standing idle in quarters. 


And ECONOMY in today’s rock-bottom prices—so low 
you may never see their like again. 


There’s a Goodyear All-Weather Pneumatic Tire for 
every type of fire apparatus. See the nearest Goodyear 
Truck Tire Service Station Dealer, or write the Govern- 
ment Sales Department, Goodyear, Akron, Ohio, or Los 
Angeles, California. 
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MORE EVIDENCE! 


that Fire Losses Are Reduced by CONNECTING SPRINKLER SYSTEMS 
to MASTER FIRE ALARM BOXES. 





















Another well-known fire chief, 
A. L. Duckett, Asheville, N. C.. 
testifies to the value of connect- 
ing sprinkler systems directly 
with the municipal fire depart- 
ment thru a Gamewell Master 
Fire Alarm Box and backs his 
testimony with actual cases 
where it prevented large fire 
and water losses. What could 
be more conclusive than the 
word of such a reputable and 
capable fire chief! 

This connection is known as 
a Gamewell SPRINKLER 
WATCHMAN. Let us send you 
further evidence of its value in 
cutting fire losses. 










THE GAMEWELL COMPANY 
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With the Editor 


. A reader recently 
rai Fens ens tus asked us why the 
rices Come Down cost of fire appa- 


ratus had not come down in line with other 
products. He cited the reduction in costs of 
raw materials and labor as justifying similar 
cuts in the selling price of motor fire appa- 
ratus. 

To those familiar with the manufacture of 
fire apparatus, the reasons for no price cuts are 
clear. While raw materials are lower and the 
price paid for skilled labor might be a little 
less in isolated cases, fixed charges must be 
spread over a smaller output, keeping the cost 
per unit up. For example, the production of 
motor fire trucks during the past year was less 
than one third of what it was before the de- 
pression started. Thus each truck must carry 
more than three times as much in fixed charges 
that a truck put out say, in 1930, had to stand. 
As far as cutting other costs are concerned, 
there cannot be any cutting of quality of ma- 
terial, and but little cutting in cost of labor, 
for good men must be retained even if it is 
necessary to cut down the number of days per 
week they are employed. 

Some saving might result if cities would be 
willing to purchase a standardized design of 
truck, and not set forth such specifications as 
to make each truck practically a custom built 
job; furthermore, many specifications submit- 
ted by cities load down apparatus with all 
sorts of equipment beyond that which would 
be considered satisfactory for standardized de- 
sign. All these appliances, or equipment, in- 
crease the price of the truck as delivered. 

Despite adverse conditions of the field, each 
dollar spent for fire apparatus today buys 
more than it did four years ago, if not through 
lower sales price, then through the improve- 
ments made in the interim. 

At present prices, no manufacturer of fire 
apparatus can show a profit. Practically all 





have suffered heavy operating losses during 
the past year. This means that they are selling 
their apparatus for less than it costs them to 
build. 

The only thing a further reduction in the 
cost of fire apparatus would accomplish would 
be to make the industry’s loss heavier. Rather 
than reduce the prices for fire apparatus in 
these times the manufacturers would be fully 
justified in raising prices. 

Although some manufacturers might today 
save money by closing up shop entirely, they 
must remain open in order to serve their cus- 
tomers. Surely such continued and depend- 
able service in these trying times is worth 
something to municipalities. 

In the final analysis, fire apparatus is unlike 
any other product manufactured. The very 
nature of the demands made upon it requires 
the finest possible construction and materials. 
It is not possible for apparatus builders to put 
out cheaper trucks, with dependability equal to 
that of their present machines, to meet the 
shrunken pocketbooks of cities. On the other 
hand, if a pleasure car manufacturer cannot 
sell his cars at say a thousand, five hundred 
dollars apiece, it is a simple matter for him to 
alter the design, cut quality and wages and 
thereby make possible a lower price, with still 
plenty of margin for profit. The manufac- 
turer of fire trucks cannot do this. He cannot 
sacrifice in quality; he cannot shut down his 
plant when there is no business; he must con- 
tinually give service; and, in turn, he has a 
right to expect a price for his product which 
will warrant continued plant operation and 
continued service to his customers. 
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Its Origin and What Has 
Been Accomplished by 


FIRE ENGINEERING 


Salvage Work 





SHALL not attempt to 
| give a full chronologi- 

cal description of the 
growth of salvage work, 
but treat it more from ob- 
servations of its growing 
importance and the results 
produced thereby. The op- 
eration of fire patrols, or 
salvage corps, by insurance 
companies is an inheritance 
from England, the birth- 
place of insurance. 

In 1708 Charles Povey, 
of London, England, organ- 
ized the Exchange House 
Fire Office which later be- 
came the Sun Fire Office. 
He also organized Povey’s 
Salvage Corps to protect 
subscribers of this insur- 
ance company against losses by fire and water. From 
a book, “History of the World’s Greatest Fires,” by 
George C. Hale, a former Kansas City Fire Chief, and 
the President of the I. A. F. C. in 1889, I find that 
the first attempt to perform salvage work in this country 
was during the fire at Smith’s tea warehouse, in Water 
Street, between Dover and Roosevelt Streets, in New 
York City in 1839, when a hand-drawn cart for salvage 
purposes responded at the fire. This unit operated under 
the volunteer system. It was on May 16, 1867, that 
the New York Board of Fire Underwriters was charter- 
ed, and this date, in reality, marks the inception of the 
New York Fire Patrol as it is today, the “granddaddy” 
of all salvage corps. 











Chief William H. Gardner 


Great Interest in Salvage Operations 


At no time during the history of the International As- 
sociation of Fire Chiefs has as much interest been ap- 
parent in salvage operations. The advice of experienced 
Fire Insurance Patrol Chiefs is being sought and the 
modern methods of operation are under constant ob- 
servance by Fire Chiefs and others interested in reduc- 
ing the enormous fire waste of both the United States 
and Canada. The most evident way the members of the 
I. A. F. C. can aid and actively participate in reducing 
the fire loss is by promoting scientific methods of limiting 
the damage at a fire. Fire losses for the United States 
during 1931 are estimated by the National Board of 
Fire Underwriters at $464,633,265. Apparently the 
field for salvage work is large and its universal practice 
will naturally bring about a diminution of this nation’s 
fire waste. 


Insurance Fire Patrols in Twenty-One Cities 


In twenty-one American cities fire patrols, or salvage 
corps, are operated and maintained by the insurance com- 
panies under the control of local boards of underwriters, 
and general supervision rests with the National Board 


By CHIEF WILLIAM H. GARDNER 
* Kansas City, Mo., Fire 
Insurance Patrols 


of Fire Underwriters, but the insurance organizations 
do not plan forming any more salvage corps in the fu- 
ture. They contend that in cities having fire patrols 
operated by insurance companies, the cost of installation 
and maintenance is charged to the insuring public, while 
the uninsured derive equal benefits from the service. 


Salvage Work Function of Fire Department 


Fundamentally salvage work is a function of the Fire 
Department. It is just as important for the Fire De- 
partment to save property by preventing water damage, 
as it is to save property by preventing its being involved 
by fire. This conclusion is now generally appreciated 
in fire circles with the result that salvage work is gain- 
ing in popularity in Fire Departments throughout the 
country. From this brief historical review of salvage 
corps let us pass to the subject of operations. 


Los Angeles and Pittsburgh Among First to Install Corps 


After the National Board of Fire Underwriters had 
decreed several years ago that no additional patrols 
would be installed by the insurance companies, Chief 
Ralph J. Scott of Los Angeles was one of the first, if 
not the first Fire Chief, to recognize the advantages of 
salvage work as it is now practiced in municipal Fire 
Departments. With the assistance of the late Captain 
John J. Conway, of the Cincinnati Salvage Corps, who 
was considered the best authority on salvage work at 
that time, Chief Scott succeeded in organizing two 
salvage companies in the Los Angeles Fire Department 
in February 1924. At present, I am informed, eight 
companies are in operation in that city. Salvage work 
is now a part of the Fire Department activity in San 
Diego, Fresno, and other cities along the Pacific coast. 

Chief Richard L. Smith, of the Pittsburgh Fire De- 
partment, realizing the growing and vital need of salvage 
work as part of the Fire Department activity, appealed 
to Chief Frank C. McAuliffe, of the Chicago Fire In- 
surance Patrols, for help, asking him to make provision 
for the training of the officers and men of the salvage 
unit. After a course of training Chief Smith and his 
men started immediately to reduce the fire loss in the 
city of Pittsburgh. This he attributes to efficient salvage 
work carried on by the members of his department. 


Growth Has Been Gradual One 


The growth of salvage work has been a gradual one. 
Many of our larger cities, too numerous to mention, have 
installed municipally owned salvage companies such as 
previously described. Some of the smaller cities, not 
having need for an exclusive unit, have equipped their 
trucks with salvage equipment and tarpaulins, and are 
performing salvage work on a scale fitting their needs. 

Nearly every Fire Department in the United States 
has set in operation salvage work to some degree. This 
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has accordingly developed a code of practice. I know 
of no text or summary of this code, better than the 48- 
page booklet, “Salvage,” by Chief Frank C. McAuliffe, 
of the Chicago Fire Insurance Patrols. This has been 
published by the National Board of Fire Underwriters, 
and carries the endorsement of the National Fire Pro- 
tection Association. It is a portrayal of salvage work 
in all its branches and brings out clearly the fact that 
proper and efficient salvage operations are of enormous 
value to communities where such facilities have been 
provided. It can be read with profit by every Fire 
Chief interested in salvage work. 

In the localities where the insurance companies still 
maintain fire patrols or salvage corps, there will be found 
all of the necessary facilities for the proper training of 
firemen in salvage operations. Before a Fire Chief can 
inaugurate salvage work in his department he must first 
assume the necessary preparations for the proper train- 
ing of his men, therefore, it is quite natural that he will 
consult a Fire Patrol Chief regarding the training re- 
quirements and inquire regarding the necessary equip- 
ment needed to efficiently perform salvage work. 

Some Available Educational Advantages 


I know that Chief McAuliffe, of Chicago, has estab- 
lished a school for the training and education of patrol 
officers and men in this important work. This school 
is considered to be the best of its kind in this country 
and municipal firemen are permitted to enroll for train- 
ing. 

Chief Edward H. Warr, of the Baltimore Salvage 
Corps, also conducts a salvage training school. Chief 
James T. O’Donnell, of the St. Louis Salvage Corps, 
for many years has devoted his personal time to the 
training of firemen from other cities in salvage opera- 
tions. 

The Kansas City Fire Insurance Patrol has been 
called upon by Fire Chiefs in Missouri, Kansas and 
Oklahoma to assist them in the establishment of salvage 
work in their Fire Departments. Occasionally firemen 
from other cities are sent to us for training. At times 
our Captains are permitted to go to other cities for the 
purpose of training firemen in the handling of covers; 
making chutes; catchalls; stretchers; roof covering; 
proper arrangement of stocks and furniture for proper 
covering ; sprinkler system operation, and the application 
of first aid as practiced in our department. 


Great Saving by Use of Waterproof Tarpaulins 


It is well known that the chief weapon of the Fire 
Department against large fires is water, consequently the 
greatest part of the national fire loss has been from 
damage caused by water used in the extinguishment of 
fires. Prompt and efficient salvage work at and directly 
after the fire results therefore in substantial savings to 
all parties concerned. 

Here is a question frequently propounded by some of 
our leading business men, “What Is the Service Value 
of a Waterproof Tarpaulin?” 

At one fire it will be found protecting from water 
damage merchandise and furniture of small value. 
Again the same cover may become the protector for a 
baby grand piano worth several thousand dollars, and 
at another fire, the same tarpaulin will be found fur- 
nishing security and shelter from water for costly ma- 
chinery or electrical equipment. It would be valuable 
to ascertain, if the undertaking were not obviously im- 
possible, how many actual dollars are saved annually by 
each tarpaulin used in salvage work. 


Good Results from Effective Salvage Operations 
Due to the fact that so many distinct classes of articles 
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are affected differently by fire, water and smoke I shall 
not attempt to discuss the value that remains in salvage 
after fires, because that is a debatable subject at any time, 
considering that values change with styles and prices in 
the trading market. But in order to show some evidence 
of the excellent results produced by efficient salvage 
operations permit me to disclose the following true 
story : 

A few months ago fire originated from an unknown 
cause on the top floor of a large cap factory in Kansas 
City. Upon the arrival of the Fire Department and 
Fire Patrol they found the local alarm sprinkler bell 
ringing and four sprinkler heads in full operation in the 
section where the fire started. From the vast amount 
of water found on the top floor it was quite evident that 
the heads had been in operation approximately thirty 
minutes before the fire alarm was received by the Fire 
Department. 

On the two floors below was a wholesale garment 
factory. The stock was all new. The loss to this 
factory, mark you, was entirely from water. The 
spreading of tarpaulins saved $15,000 worth of finished 
dresses and bolt goods according to the settled and paid 
loss as determined by fire insurance adjusters. The 
sound value of this merchandise amounted to $16,600, 
and the insurance company paid the assured $1,048. 
The sound value of the entire stock and machinery of 
the factory amounted to $37,422, and the paid loss was 
$12,500. Sixty-six and two-thirds per cent of the total 
value was saved by the Fire Patrol spreading 172 tar- 
paulins, making good use of 39 sacks of sawdust and the 
efforts of ten men for three hours at and after the fire. 
Suppose that salvage operations had not been available. 
It is easy to see what the result would have been in this 
factory. 

If this shows a true saving at one fire, how much more 
must be true of the thousands of fires that occur in the 
communities and cities where salvage work has been in- 
augurated. As fires will probably continue to occur un- 
til the end of the next century, I am of the opinion that 
the Fire Chiefs of the United States and Canada should 
try to do everything possible to reduce losses by smoke 
and water, as well as by fire. 


(From _a paper read before the annua! convention of the International 
Association of Fire Chiefs at San Diego, Cal.) 








A Photograph That Tells Its Own Story 


Two volunteer firemen of Hereford, Md., were killed when the ap- 
pocstun on which they were riding to a fire, crashed into an earth em- 
ankinent while they were answering a call for aid from Shawsville. 
It is believed that the 
driver of the engine lost control due to slippery road conditions. 


The apparatus overturned after striking the bank. 
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- THE ROUND TABLE 


For Practical Discussion of Current Fire 
Department and Fire Management Problems 














RELATION OF BEER TO DEPARTMENT AFFAIRS 


HOUSANDS of parched throats awaited the un- 
hampered flow of the clear, amber-colored beer, 
and anxiously looked for the once familiar sights of 


and the appetizing 
rye bread and thick 


heavy trucks laden with beer kegs 
sight of foamy beer, accompanied by 
slices of cheese. 
Officially beer is good. 
intoxicating. 


However, beer in any form and by any title presents 
a problem that is important in Fire Department adminis- 
the national and state 


tration. If 
“yes,” should the Chief say “no? 


The problem is based upon the letter contained in the 
In the following issue will be printed 
a continuation of a round table discussion that appeared 


box on this page. 


in the April issue. 


Discussion of the Question 


4 gs er Chief, New York, 
Just prior to the enactment 
of b amendment to the Volstead 
Act which legalized the sale and 
use of 3.2 beer, the Department 
amended the rules and regulations 
prohibiting beer being brought into 
any building under the jurisdiction 

of the Fire Department. 

Although officially known as a 
non-intoxicant, we were of the opin- 
ion that a sufficient quantity could, 
perhaps, produce intoxicating ef- 
fects. Men would be brought on 
charges for having been under the 
influence of an intoxicant (which, 
after all, may not have been 3.2 
beer but something much stronger) 
and the excuse given by the ac- 
cused that he had imbibed nothing 
but non-intoxicating _ beer. Our 
charges, it would seem to me, would 
not hold. We would be unable to 
prove that anything with a greater 
alcoholic content than legalized beer 
had been used. What would pre- 
vent men from openly bringing into 
quarters and drinking home brew 
which might have a greater con- 
tent than legalized beer? It would 
be impossible for officers to de- 
termine whether beer, either home 
brew or the legalized beer, were 
intoxicating unless they themselves 
sampled it, and having sampled a 
sufficient quantity, might them- 
selves be subject to charges. 

Aside from this, our rules pro- 
hibit social assemblages in quarters, 
and if beer, in large amounts were 
permitted to be brought into fire 
stations, ostensibly for the use of 
members of this Department, it 
would presuppose social assemblages 
more or less. 

The use of beer in the White 


Congress stated that it is not 


gx yvernments Say 


property 


Richard L. Smith, Chief, Pittsburgh, Pa.: 


reguiate the use of beer around the fire stations? What 


House or in the home is not comparable to its use in a 
fire station where men must be ready and fit at all times 
to perform their full duty in the preservation of life and 


Why attempt to 


is the difference what the name or quality of the sub- 


stance? 


Our problems of today are complex enough 
without adding to them unnecessarily. 


In the perform- 


ance of their duties, the men need to be keen, alert and 


capable of instant thought and action which would not 
be the case if our old rules governing this matter would 
be abrogated. 

We have two rules in our Rule Book which cover 


this matter in addition to a verbal admonition that they 


are to be strictly enforced: 

“No spirits, malt or other intoxicating liquor shall be 
allowed in any engine house or other houses belonging 
to the Bureau of Fire or at any fire or alarm of fire. 


No member of the Bureau of Fire shall enter, loiter or 
remain about any place where intoxicating liquors are 








HERE IS THE PROBLEM 


Read this letter; it is the basis 
for the discussion— 
To the Editor: 

Now that we have legalized 3.2 beer 
which has been defined by our National 
Congress as non-intoxicating, what reia- 
tion has the sale of beer to conducting 
the affairs of a Fire Department? 

| have recently talked with men hav- 
ing had long experience in the manu- 
facture of alcoholic beverages and they 
contend this 3.2 beer contains as much 
alcohol as did the beer of ante-bellum 
days. 

lf this be true, it presents, in my 
opinion, somewhat of a problem to the 
Fire Chief. 

lf its use is permitted in the White 
House, why not in the fire station where 
some, of course, would use it moderately 
and others would only be satisfied in 
consuming half a dozen or more bottles, 
together with the customary rye bread 
and Limburger cheese? 

Officially known as a _non-intoxicant 
and unofficially capable of producing in- 
toxicating effects, could or should the 
imbibing of this beer around the station 
be prohibited, or merely an attempt 
made to regulate or temporize its use? 

J. €. H. 








sold, while on duty or in uniform. 
the influence of intoxicating liquors, compounds, drugs, 


Any member under 


etc., will be immediately suspended 
from duty. ... 
“Immediate suspension from duty 


will be ordered where members are 
guilty of the following infractions of 
the rules: Intoxication, under the in- 
fluence of liquor, drugs, or other con- 
coctions or compounds that render a 
member unfit for duty. . . 

C. M. Johnson, Chief, Knoxville, 
Tenn.: My recollections of conditions 
that existed back during the times that 
beer was legally sold and used by mem- 
bers of the Fire Department, to me are 
very pleasant memories. 

During hot weather back in the old 
days, when firemen got hot, thirsty, and 
drowsy in the afternoon, they would all 
“chip in” and order a bucket of good, 
cold beer, cheese and crackers. If not 
disturbed by an alarm, they would en- 
joy about thirty minutes of perfect hap- 
piness. I cannot recall of any fireman 
becoming intoxicated on any of these 
occasions. 

However, I do not believe it wise at 
this time to say the old custom of “rush- 
ing the can” by firemen while on duty, 
should be permitted, for it has been 
so long since firemen have had the 
privilege of drinking legalized beer 
(and a large percentage of fire depart- 
ments today are made up of men too 
young to have ever experienced that 
privilege) that it is possible it might be 
a little too risky. 

Each fire chief should exercise his 
own judgment in regulating conditions 
of this nature as they arise. 

Charles A. McGinley, Chief, East 


Orange, N. J.: The use of 3.2 beer in 
fire stations is covered by our regula- 
tions: 

“The use of intoxicating liquor, drug 
or any compound or mixture calculated 
to affect or influence the person to the 
extent of unfitting him for proper per 
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formance of duty, or causing or 
contributing to a condition of dis- 
ability by members of the uni- 
formed force, wiil be the cause of 
immediate suspension without pay 
for the term of such disability, 
while on or off duty, whether in 
uniform or otherwise. 

“Uniformed firemen are further- 
more prohibited from entering es- 
tablishments where intoxicants 
might be obtained, for the purpose 
of indulging in same.” 

Personally, I fail to see where 
the use of 3.2 beer would add to the 
efficiency of a department. It would 
probably lead to difficulty where a 
man might drink hard liquors and 
blame the 3.2 beer for his trouble. 

Louis Locher, Chief, Springfield, Ohio: 
The use of beer, regardless of its 
per cent, should not be permitted 








HERE IS THE PROBLEM FOR 
THE NEXT ISSUE 


What plan do you use for dry- 
ing fire hose? 


In what way have weather con- 
ditions an effect on this arrange- 
ment? 


If you were to consider hose 
drying equipment, what type 
would you install and why? 


This is a continuation of a discussion 
printed in the April issue. 
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Public Safety Department has or has 
not partaken of an intoxicating bever- 
age. This so-called 3.2 beer should not 
be allowed by members of a Fire De- 
partment, as in some instances the 
privilege would be abused. If 3.2 per 
cent beer is allowed in an engine house, 
a precedent is established which would 
eventually lead to the bringing in_ of 
other beverages, in spite of every effort 
to prevent the practice. 

John G. Ford, Chief, Trenton, N. J.: 
It appears best to continue as we are. 
Rules of this department specify that 
we shall “Not have or cause, permit or 
allow spirituous, malt or intoxicating 
liquors in quarters.’ 

A. McC. Marsh, Chief, Columbia, S. 
C.: The return of beer will not effect 
the operation or the affairs of the Fire 
Department. 

Our present rules which prohibit the 











in a fire station and should not be 
used by a fireman while on duty. 


drinking of alcoholic beverages in the 
fire station or on the premises thereof, 





Several years ago a fireman en- 


will stand as they have always stood. 





tered a saloon to get a glass of 
lemonade. This man was never 
known to have used beer or other 
liquor in his life. He had an ac- 
cident, and since he had been seen entering the saloon, it 
was rumored that he was intoxicated. Therefore, in my 
opinion, it is a mistake for a fireman while on duty to 
enter a place where intoxicating liquors are sold. 


Rod. D. Gambrell, Chief, Dallas, Tex.: The use of legalized 


beer will not be permitted in or around the fire stations 
of Dallas. 

Intoxication or the drinking of intoxicating liquors to 
excess, is a strict violation of the rules of this depart- 
ment, and anyone found guilty of this offense, is dealt 
with in a very severe manner. Also, the drinking of any 
liquor that might in the slightest way cause an intoxicat- 
ing effect append is strictly prohibited while the men 
are on dut 


John H. Lonmee, Acting Chief, Camden, N. J.: While the 


3.2 beer is far superior than the “bootleg rum,” obtained 
the past few years, our department ruling would not 
permit the use of any intoxicating beverages. It would 
be time enough to use a stimulant when it is really 
needed, but it is not for use in fire stations. 


Howard Travers, Chief, Baltimore, Md.: We have the fol- 


lowing rules in this department: 

“Not have or cause, permit or allow spirituous, malt, 
or intoxicating liquors or beverages of any kind being 
brought in or kept in quarters, except by permission of 
superior officers or department surgeons. 

“Not enter in uniform any place where spirituous, malt 
or intoxicating liquors or beverages of any kind are 
sold, except in the performance of duty. 

“Not at any time to be under the influence of spiritu- 
one, malt or intoxicating liquors or beverages of any 

ind. 


A. R. Castimore, Commissioner, Buffalo, N. Y.: I can hardly 


see how we could class a beverage as intoxicating when 
the government says it is not so. However, locally we 
have ample provisions in our Rules and Regulations 
governing the members of our department as far as in- 
toxication is concerned. Personally, I fail to see where 
we have any more problem on our hands than we had 
with needle beer and bootleg whiskey of the past few 
years. 


P. M. Cogan, Chief, Omaha, Neb.: My opinion on the use 


of beer and other beverages containing alcohol is based 
on forty-two years association with men of the Fire 
Department. I am sure that if the privilege of having 
beer brought into stations was given, that the abuse 
would be detrimental to the discipline and morale of the 
department. 

While I am heartily in favor of light wines and beer. 
I would not sanction the use of any alcoholic drink 
while the men were on duty as a fireman must be clear- 
minded at all times. 


Charles L. McCarthy, Chief, Worcester, Mass.: Legalized 


3.2 per cent beer is defined as non-intoxicating but to 
all intents and purposes, it is capable of producing in- 
toxicating effects. In my opinion, this beer should not 
be allowed in any fire station. 

There should never be any question in the mind of 
the general public as to whether or not a member of a 


Our rules are very rigid and any mem- 
ber caught drinking while on duty or 
found under the influence of alcohol is 
immediately suspended for violations of 
the rules of the department. 

Our men are not in the class of those who would have 
their beer along with their lunch. This being the case, 
we anticipate no trouble. 


C. W. Ogborn, Acting Chief, Columbus, Ohio: In the old 


days of the saloon, drinking was strictly forbidden to 
members of the department and i see no reason why the 
bars should be let down now. 

A fireman’s duty is to protect life and property. I do 
not believe that this can best be done by drinking beer, 
even if it is only 3.2 beer. I have had one request for 
permission to use beer and I turned it down. Firemen 
are paid to protect life and property. I am strictly 
against drinking anything of an alcoholic nature while 
on duty. 


Frank Charlesworth, Chief, Providence, R. I.: I am emphat- 


ically against the use of beer in fire stations. The per- 
sonnel of a fire company, to a man, should abstain from 
the use of intoxicating beverages no matter by what 
name designated, when on duty. When called out to 
meet an emergency, the use of all faculties may be re- 
quired. Personally, I do not believe that any man who 
has had a few glasses of beer can give the best service 
of which he is capable. 


John H. Wohlers, Chief, Charleston, S. C.: The most vital 


rule or regulation necessary for efficient operation of a 
Fire Department is one that deals with the use of in- 
toxicants by the personnel, especially drivers of ap- 
paratus. 

Let us admit that 3.2 per cent beer is non-intoxicating 
and is permitted in a fire station. Who is to say whether 
every glass or bottle of beer consumed in a fire station 
meets the legal requirements? 

I believe any beverage, irrespective of its alcoholic 
content, should be prohibited in a fire station. If once 
permitted, it might be carried to extremes and destroy 
the fine morale and excellent efficiency that it has takey 
years to establish. 


A. G. Derra, Chief, Schenectady, N. Y.: Before prohibition 


the rules and regulations of the Bureau of Fire pro- 
hibited any member to enter any place where intoxicat- 
ing beverages were for sale. This rule applied to mem- 
bers in uniform. They are permitted to enter such 
places only in an official capacity. This rule is still in 
effect and will remain so indefinitely. I would not ap- 
prove of beer in fire stations. 


G. Rehm, Chief, Mobile, Ala.: It is a violation of the rules 


to have any intoxicating liquors around quarters or to 
report at quarters under the influence of drink. I tell 
my men they can drink all the beer and whiskey they 
want when not on duty and not in uniform, but they 
must stay away from quarters, watch their step and keep 
out of trouble. 


Elmer J. Brown, Chief, Binghamton, N. Y.: We are more or 


less confronted by the problem described. I believe it is 
a matter which will have to be decided by the Chiefs of 
the respective departments. Personallv, I am going to 
rule that 3.2 beer is intoxicating, and I will enforce the 
rules and regulations of the department pertaining to 
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alcoholic liquors, and prohibit its use around quarters. 

F. B. Moore, Chief, Nashville, Tenn.: A man in this depart- 
ment caught drinking would make himself liable for 
charges. he rule reads: 

“Drunkenness while either on or off duty, and drink- 
ink intoxicating liquors while on or off duty, whether 
drunk or not... .” 

The above rule has been amended so that a member of 
the department would be subject to charges and dis- 
missal if under the influence of drugs, medicine or any 
other preparation which would cause him to be inefficient 
in the performance of his duty. It is also against the 
rules to have any of the forbidden liquors in lockers or 
in or near the fire station. 

Sydnor Carter, Chief, Evansville, Ind.: Since the legalization 
of 3.2 beer as a non-intoxicating liquor, the point of pos- 
sible intoxication has been discussed and a rule es- 
tablished prohibiting its use by members while on duty 
or in any public building in our city, which includes all 
hose houses. 

Joseph B. Shirk, Chief, Gary, Ind.: Gary has eight fire sta- 
tions and the new beer will not be any problem in any 
one as I have absolutely prohibited the use of the beer. 

While the new beer contains only 3.2 per cent alcohol, 
there is a possibility that it might be stronger at some 
other time. Rather than take a chance of having trouble 
at fires, it will not be tolerated in the stations. 

Henry Sager, Chief, Muskogee, Ala.: Chiefs wouldn't let men 
have beer in the stations in the old days. If the men 
want beer they can get it while off duty. 

W. G. Hobson, Chief, Winston-Salem, N. C.: I do not be- 
lieve the 3.2 beer would jeopardize the Fire Department 
if the men did not get hold of something stronger. My 
rule is that no man will be allowed to drink while on 
duty and if he comes for duty the least bit intoxicated it 
will mean his job. I know that back in the saloon days 
the beer contained more than 3.2 per cent alcohol and 
unofficially was capable of producing intoxicating effects. 
I believe it should be prohibited in or around fire sta- 
tions, even if a non-intoxicant. 

Charles Freidel, Jr., Chief, Union City, N. J.: The sale of 3.2 
beer has nothing to do with the affairs of the Fire De- 
partment. Rules and regulations of our department con- 
tain a section which prohibits bringing any alcoholic 
beverage into the fire stations. This rule has always 
been enforced. There will be no exceptions at this time. 

H. Abbot Griffen, Chief, White Plains, N. Y.: The Book of 
Rules prohibits the use or the bringing in or on the 
premises of intoxicating liquors, drugs, or compounds. 
On April 1, 1933, we simply added the word beer to the 
rules. 

J. N. Sullivan, Chief, Utica, N. Y.: One of our general rules 
reads, “Not have or cause, permit or allow spirituous, 
malt or intoxicating beverages of any kind to be brought 
into or kept in quarters.” As beer is a malt beverage, 
it is barred. 

V. C. Shepard, Chief, Macon, Ga.: In my opinion 3.2 beer 
is intoxicating and if permitted to be drunk around fire 
stations and while on ‘duty, it would be a bad practice. 
A fireman should have a clear mind when the bell rings. 

Thomas S. Flannery, Chief, Wilkes-Barre, Pa.: I see no 
harm in allowing 3.2 beer in fire stations, but only on 
certain occasions. By this I mean that beer drinking 
in fire stations should not be permitted where there are 
paid departments. I would have no objections to the 
moderate use of beer at social functions held by mem- 
bers of the department at fire stations, provided, how- 
ever, that none of the department members abuse the 
privilege or violate any fire regulations. 

Edmund B. Lewis, Chief, Scranton, Pa.: The rules and 
regulations of this department absolutely prohibit the 
use of intoxicating beverages and I class the so-called 
3.2 beer as an intoxicant. I will in no way permit the 
use of beer in the fire stations, as I consider it a menace 
to the efficiency of the department. 

Lawrence E. Reif, Chief, New Haven, Conn.: Our depart- 
ment has three rules in our Book of Rules which were 
there before the eighteenth amendment and they have 
not been taken out of the book. I do not believe that 
it would be advisable to change the rules to permit the 
use of beer in quarters as it would be an excuse for some 
to bring in something stronger than 3.2 and then to 
blame the results on the beer. 

S. J. Flores, Chief, Shreveport, La.: Beer will be prohibited in 
the Shreveport fire stations. Firemen are not allowed 
to drink while on duty. In case of a banquet or some- 
thing very unusual, it may be served to the guests. 


P, L. T. Van Tienen, Chief, Newburgh, N. Y.: As 3.2 beer 
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is legally non-intoxicating, I do not see how it is pos- 
sible to prohibit its use. More harm would be created 
by not allowing it. It is best to be liberal as there is 
always a way to stop the abuse. 

Ernest G. Beckert, Chief, West New York, N. J.: In my 
opinion it would be a blot on the fire service to en- 
courage the consumption of beer, or liquor in any in- 
toxicating form, no matter how potent, during fire duty. 
The consequences of such a practice could easily be- 
come overwhelming. I am therefore insistent that no 
form of intoxicating drink, beer, wine or whiskey be 
allowed in our fire stations. The people have a right to 
expect alertness at all times, and it would be criminal 
to jeapordize present standards. 

Permitting firemen to bring any form of drink into 
the various stations would encourage excess not only 
in beer drinking, but also in whiskey and other in- 
toxicating liquors. 

Ralph J. Scott, Chief, Los Angeles, Cal.: My opinion is 
that regulations Fire Department may choose to impose 
regarding the indulgence in wine and beer while on 
duty or in fire stations are just as valid and justifiable 
now as they were in any period in the past. Any pro- 
hibition imposed upon firemen in this respect would be 
no more an abridgement of their personal rights, or 
have any more relation to the U. S. Government, than 
would regulations concerning playing of cards, limiting 
employment off duty, idling in front of engine houses, 
wearing of uniform or any other requirement that may 
be covered by departmental order. 

Whether or not the beer and wine of permitted al- 
coholic content is intoxicating, does not seem important 
in this consideration. A spoonful of whiskey is not in- 
toxicating, yet this article is banned in most depart- 
ments. No one questioned the right of Fire Departments 
to make restrictions before the adoption of the 18th 
Amendment, when the manufacture and sale was li- 
censed and supervised by the Government. It seems 
to me that the same theories of regulation would be 
applicable now. 

If every one used whiskey, wine, gin, beer or any 
other beverage with moderation and discretion, there 
would be no necessity for rules on the subject. How- 
ever, when such a large proportion of men regard the 
alcoholic effect as the main consideration in a beverage, 
and continue to drink anything that has alcohol in it 
until this result is attained, regulations will continue to 
be desirable. This particular department will legislate 
against chocolate creams and chewing gum, if these 
articles are indulged in to such an extent as to render 
men unfit for fire duty. 

E. F. Coop, Chief, Pasadena, Cal.: Alcohol in any form has 
no place in the Fire Department. 

The average man can drink 3.2 beer in moderation 
without harmful effects, but what about the exception 
who loses all reason and judgment, who otherwise 
might be a very excellent man? 

Beer doesn’t do the healthy, normal man any good 
whatsoever and theréfore he is only wasting his money 
which could be used to better advantage for his family. 

In my twenty-four years’ experience in the fire 
service, 1 have seen many men, who had dependent 
families, lose the best job they ever had, due to liquor. 

We do not permit any kind of liquors on the fire 
department premises and we use very severe measures 
in case of its excessive use, on or off duty. 

Edward J. Green, Chief, Steubenville, Ohio: While the 3.2 
beer is claimed to be non-intoxicating, I do not believe 
it should be allowed in the fire stations as it might lead 
on to the use of wines and liquors. 

Charles J. Brennan, Chief Engineer, San Francisco, Cal.: 
While I do not hesitate to cheer loudly our President 
for his resolute actions toward redeeming his pre-elec- 
tion promises, I feel that there is a time and a place 
for everything, and a fireman’s hour of duty is not the 
time, and the fire house is not the place for beer. We 
have adopted amendments to our rules which include 
beer in our regulations against alcoholic beverages. 

Thomas M. Lane, Chief, Alameda, Cal.: Regardless of 
whether a man has been drinking, or anything else to 
make him unfit for duty, he will be subject to fine, 
suspension, or dismissal from the department. 

Edward Grenfell, Chief, Portland, Ore.: An order has been 
issued to all members of the department prohibiting the 
bringing of wine or beer into fire stations or the having 
or using of these beverages in or about fire stations. 
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CONSTRUCTION AND OPERATION 
OF TWO TYPES OF HYDRANTS 


Concluding Installment of a Series of 
Articles Started in the February Issue— 
Outstanding Features of Design Explained 


By N. N. Wolpert 


Assistant Editor, Fire Engineering 
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Ox many occasions, particularly in the outlying sec- 
tions or rural areas, the fact has been demon- 
strated that efficient and expensive fire apparatus 
is useless unless supported by an adequate water supply. 
As it is not always practical or feasible for pumpers to 
draft water from ponds 
or cisterns, means are 
provided for obtaining a 
supply of water from the 
city distribution system. 
Hydrants are installed to 
provide Fire Departments 
with a physical means of 
connecting their suction 
lines or the hose lines to 
a dependable water sup- 
ply. 

There are many types 
of hydrants in common 
use. Two are described 
in this concluding install- 
ment. 

The O’Brien hydrant 
(A. P. Smith Manufac- 
turing Company, East 
Orange, N. J.) has a large 
diameter standpipe to cut 
down the frictional re- 
sistance. The manufac- 
turers claim that’ a stand- 
ard type two-nozzle hy- 
drant was tested under a 
delivery of 250 gallons 
per nozzle, and the fric- 
tion loss was but 1.7 
pounds. 

The drip valve of the 
hydrant is so correlated 
with the main stem that 
the moment the main valve is closed, the drip valve 
opens. The action of the drip valve is positive. 

A good size packing box is provided. Where the 
spindle passes through the packing box, it is bushed 
with bronze so that it will give unfailing service. 

When the hydrant is once set, the standpipe section 
need not be disturbed in order to make any repairs that 
might be necessary to the inner parts. All that is re- 
quired is to remove the bonnet and top and to insert a 
wrench designed for that purpose. Every inner part, 
including the valve seat, can be removed in one opera- 
tion. When the necessary repairs have been made, the 
parts can be replaced with the same wrench. 


Waterous Hydrant 


The spindle nut mechanism of the Waterous hydrant 
(Waterous Fire Engine Works, St. Paul, Minn.) is not 
exposed to water due to the locating of the packing gland 
(4). 

The drain is in reality a piston valve or plunger that 
floats between a bronze cross bar (23) on valve rod and 
upper valve washer. When the hydrant is opened, the 
drain plunger (19) moves downward and closes the drain 





O'Brien 


Section of the 
Hydrant 


Cross 
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opening. When the hydrant is closed, the plunger moves 
upward and uncovers the drain. Downward movement 
of the plunger is caused by the cross bar, and the upward 
movement by the upper valve washer. A bail at top of 
plunger encircles one arm of 
the cross bar and prevents loss 
of the plunger when the hy- 
drant is disassembled. 

To remove the valve seat 
and drain, the bolts (17) are 
unscrewed, and the jamb nut 
(2) and spindle nut (1) are 
removed. The top (3) is now 
taken off. This exposes the 
valve rod (21) and the interior 
of the hydrant. The valve 
seat wrench is now inserted 
over the valve rod and lowered 
into the standpipe until the 
wrench reaches the valve seat 
(18). With the aid of a bar 
in the upper end of the wrench, 
the seat can be unscrewed and 
the hydrant rod removed with 
its seat, valve and drain mech- 
anism. When these parts 
are taken out, renewals or re- 
pairs can be made without dif- 
ficulty. 

To replace, the valve, valve 
seat and drain are all as- 
sembled on the hydrant spindle 
and lowered into the standpipe 
until the bottom is reached. 
The valve seat wrench is used 
to tighten the seat securely 
in place. After the seat is in 
place, the top is placed in 
position, the bolts tightened and the spindle nut and jamb 
nut screwed into their places. The hydrant is now ready 
for use. 

The hydrant valve is designed to open and close slow- 
ly to avoid water hammer. The valve is made of leather 
and the manufacturers claim that the leather is protected 
against rapid deterioration. 








Section of Waterous 
Hydrant 





Boulden Appointed |. A. F. C. Director 


D. A. Boulden, Chief of Fire Department, Winnipeg, 
Manitoba, has been appointed a director of the International 
Association of Fire Chiefs by President Richard L. Smith, 
to serve the unexpired term of the late George Hedden of 
Buffalo, N. Y. Chief Boulden has long been active in the 
affairs of the association. 





Dougherty Guest of R. |. Chiefs 


Thomas F. Dougherty, Assistant Chief, New York Fire 
Department, was the speaker at the monthly meeting of the 
Fire Chiefs’ Club of Rhode Island held at Providence, April 
13. Chief Frank Charlesworth of Providence presided. 

Chief Dougherty spoke on “Practical Fire Fighting,” and 
his talk proved of unusual interest. He was made an hon- 
onary active life member of the club. 

The club voted to endorse the Monahan bill now before 
the Rhode Island Legislature which would enable cities and 
towns of the state to appropriate funds for dependents of 
firemen and policemen killed while on duty. 

Capt. Robert W. Hay, of East Providence, was appointed 
a member of the Firemen’s Memorial Sunday Committee as 
a substitute for former-Chief Reuben D. Weeks of Provi- 
dence. The annual observance will be held in~ Providence 


on Sunday, June 11. 

Upon invitation of Senator William H. Vanderbilt, the 
next meeting will be held at his estate, Oakland Farm, 
Portsmouth, on June 10. 
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THE FIRE SERVICE INSTRUCTOR 


The Eleventh Installment of a Treatise to Aid 
Those Responsible for Training Men in the Fire 
Service to Develop a Systematic Type of Teaching 


By O. D. Adams 


Director for Vocational Education in Oregon and 
Prof., Industrial Education, Oregon State College and 


Edward L. Boatright 


Battalion Chief, Portland, Ore., 
Director, Portland 


State 


Fire Department, and 
Fire College 


Chapter IV (Continued)—Helps in Teaching 
Fire Alarm Systems 
Study Bulletin—Firemen's Course (Continued) 
(Note: Part of this Study Bulletin has been omitted) 
Fire Alarm Telegraph signalling systems consist of 
four elements, namely : 


Fire Alarm Boxes, or Auxiliary Boxes. 
Fire Alarm Apparatus. 
Control Station Equipment. 


Circuits. 


PoenNe 


A chain is no stronger than its weakest link, and in 
order to obtain proper results each element of a system 
must, when called upon, act in harmonious cooperation 
with all the other elements. 

Fire Alarm Boxes, or Auxiliary Boxes, may be con- 
sidered the outposts of the signalling system, and com- 
prise that element of the system with which the general 
public comes most frequently in contact. It is therefore 
highly essential that the boxes be designed in such a 
manner that the operating parts are readily accessible 
and the method of operation may be easily understood. 
No effort is spared in arranging the operating devices 
to insure the correct manipulation of same and to tacili- 
tate the transmission of alarms. The mechanism of the 
boxes is positive in action, durable, and protected in the 
best known manner from the action of the elements, 
dust, moisture and mechanical injury. 

Alarm apparatus forms that element of the system 
depended upon to announce to the fire-fighting force the 
existence of and exact location of a fire. This equip- 
ment consists of gongs and indicators in the fire depart- 
ment houses. These devices are supplemented by record- 
ing equipment consisting of registers which automatically 
record all signals passing over the alarm circuits. 

The central fire alarm station is the heart of the fire 
alarm system and at this point is located the apparatus 
for receiving, recording and transmitting signals and 
alarms of fire. The battery for supplying the electro- 
force necessary to operate the system is also located in 
the central station. 

Fire alarm signalling systems may be classified unde: 
two general heads, namely ; automatic and manual. 

The use of the word “automatic” may be applied only 
to systems which require no manual intervention what- 
ever in transmitting alarms from the street signal boxes 
to the fire-fighting force. When a system becomes 
large enough to warrant the constant attendance at the 
central station of one or more operators it ceases to be 
entirely automatic in its functions; it requires facilities 
for the manual transmission of signals from the central 
station to the fire department houses. 

Purely manual operation consists in receiving all sig- 
nals at the central station and transmitting them to the 
fire department houses by a manually operative instru- 
ment. 

In the foregoing article we have endeavored to de- 
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scribe the relation of the fire alarm bureau to the Fire 
Department. In the following article we will explain 
the various ways in which alarms of fire are received 
and transmitted to fire companies. 


Blanktown Fire Alarm System 

Our fire alarm system is of the closed series type, 
supplied with direct current from motor generators and 
primary storage batteries installed in the central fire 
alarm station at E. 21st and Pacific Streets. Each alarm 
box has a character wheel with a number of teeth cut 
in it corresponding to the number of the box. As it 
revolves it opens and closes the fire alarm circuit to 
which this box is connected, transmitting the number of 
the box to the central fire alarm station where it is 
received on proper tape registers similar to those in the 
engine house. 

There is a telegraph key in the box for sending special 
signals over the fire alarm circuit. 

Our boxes are designed with what is known as the 
Gamewell system, so that should one wire be broken at 
the side of the box, for any reason, it flashes an open 
signal at fire alarm headquarters. 

When a fire box is pulled the character wheel in the 
box starts and opens and closes the electric current flow- 
ing through the box. In the central station the circuit 
is connected to magnets called relays which do several 
things that start the fire alarm operators to work. A 
bell rings—a lamp is lighted on the box circuit switch- 
board showing the number of the circuit on which the 
box is located. Another lamp on the switchboard gives 
the box number in flashes. Another thing, the master 
punch on the operator’s table automatically stamps the 
time, day, month and year the alarm is received. This 
is a valuable record. There are always two operators on 
duty at fire alarm headquarters. 


(To be continued) 





Clarence Goldsmith Joins 25-Year Club 


The Twenty-Five Year Club of the National Board of 
Fire Underwriters on Saturday added another member to its 
roll at a luncheon held at the 
Drug and Chemical Club in 
honor of Clarence Goldsmith, 
the new member 

Twenty-five years ago Clar- 
ence Goldsmith was ‘then 
Civil Engineer with the wa- 
ter works in Lawrence, Mass. 
Now he is Assistant Chief 
Engineer of the National 
Board in charge of the Chi- 
cago office and is a member 
of the American Society of 
Civil Engineers, the Ameri- 
can Electrical Institute, the 
American Society of Me- 
chanical Engineers and a 
Lieutenant-Colonel in the U. 
S. Reserve Army. 

Other members of the 
Twenty-Five-Year Club are 
W. E. Mallalieu, General 
Manager; A. C. Hutson, As- 
sistant Chief Engineer; R. C. 
Dennett, Engineer, and Chas. 
H. Lum, Assistant General 
Manager in charge of the San 
Francisco office. 

Others of the National Board who started with the organi- 
zation more: than twenty-five years ago, but who are not 
eligible to the Twenty-Five-Year Club because their service 
was not continuous, are George W. Booth, Chief Engineer, 
who began in 1904 but was away two years and J. H. How- 
land whose twenty-five years of service were interrupted by 
a leave of one year while in Florida. 














Clarence Goldsmith 
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-)uestions ~ Answer! 


: SS NOTE—Readers are invited to send in questions, —— 
’ ——N which will be answered in the order received. Names — 
—— are omitted from questions unless otherwise specified — 








Effects of Suspending Hose by Couplings 
To the Editor: 


Does drying hose on a rack put a strain on the 
coupling, such as is encountered wher hose is suspended 
by the coupling ? 

I have previously heard criticism in regard to the sus- 
pension of hose by the coupling, but in the limited inter- 
views I have had with city firemen in this regard they 
have led me to believe that this is not a serious matter 
and that there is little or no damage from this cause. 

I would be glad to have any authentic data on this 
subject, and would likewise be glad to learn whether 
suspending the hose from a fold in the middle, as is 
done in the shorter hose towers, would be better for 
the hose, or would this result in other damage that would 
be greater than that caused by the strain on the coupling. 


yy 


Answer: While the strain imposed upon a section of hose 
from suspending it by the coupling is not severe, it has been 
considered important enough to receive the attention of 
manufacturers. If the hose is of good grade, there should 
be no serious trouble from this practice, but with cheaper 
grades of hose, and particularly with inferior linings, the 
lining near the coupling might take a “set” and upon sub- 
sequent use of the hose a hole might be created in the lining 
near the coupling. This would be somewhat unusual, how- 
ever, even with the poorer grades of hose. 

As to suspending hose from a fold in the center of the 
line, this method would be serious in that it would impose 
a marked strain on the lining and cause a set, which, upon 
subsequent straightening out of: the hose might produce 
cracks in the lining. This would hold particularly in the 
case of hose where the lining had lost considerable of its 
resiliency. 

If the bend at the point of suspension were of large 
diameter, that is, a foot or so, there would be no likelihood 
of hose being injured by it being suspended with both the 
male and female ends hanging down. It is where a short, 
sharp bend is maintained that trouble would occur. 





Hose Test Pressure 
To the Editor: 


Due to the use of pumping facilities where a pressure 
of from 110 Ibs. to 165 Ibs. is sometimes placed upon our 
cotton rubber lined fire hose, what would you recom- 
mend as a suitable test pressure to place upon this hose 
for the purpose of keeping a good check upon its gen- 
eral condition from time to time and to allow ourselves 
a good margin of safety. 

Most of our hose is stamped as tested to 250 Ibs. when 
new. We use shut-off nozzles in many cases which I 
feel causes a decided shock to fire hose when used. We 
must use long lines of hose at some points which re- 
quires high pump pressure to obtain a satisfactory 
stream at the nozzle. Yet we are instructed that the 
above class of fire hose should not be tested above 100 
lbs. pressure to ascertain its general condition. 

Under the circumstances I do not consider 100 Ibs. 
test is enough. Will you please give your opinion? 

J. H. 

Answer: The pressure usually employed in testing out fire 
hose is 200 pounds per square inch. This is the pressure 
applied to fire hose which has been in service. 


If pressure of from 110 to 165 pounds is applied to the 
hose in service it would be quite essential that the test pres- 
sure should be in excess of 165 pounds. 

Some fire departments test hose used in residential sections 
to but 100 pounds. This is satisfactory where such hose is 
used only at hydrant pressure, and where hydrant pressure 
is below that figure. 





Where Elevation Helps Engine Pressure 
To the Editor: 

Will you please solve the following problem. 

A pumper is connected to a hydrant located 500 feet 
from a fire. There is a 15% descending grade in the 
street, from the hydrant to the fire. The engine pres- 
sure is 120 pounds, the engine pumping through a single 
line of 13 lengths of 2%-inch hose equipped with a 
1%-inch nozzle, being operated in a sub-basement of the 
fire building, at a point 32 feet below street level. What 
is the nozzle pressure and gallon flow? S. J. J. 


Answer: The engine pressure is aided by the drop along 
the line of hose. A 15% grade over 500 feet would repre- 
sent a drop of 75 feet. To this must be added a 32-foot drop 
to the sub-basement of the building where the line is being 
operated. The total drop would therefore be 75 + 32, or 
107 feet. 

The back pressure represented by this drop would be 107 x 
.434 or 46.4 pounds. This back pressure, instead of work- 
ing against the engine pressure, would work with it, and 
must therefore be added to the engine pressure. 

The total of such an engine pressure would therefore be 
120 + 46.4 or 166.4 pounds. 

N.P. = E.P. + (1.1 + KL) 

= 166.4 + (1.1 + .248 x 13) 

= 166.4 + (1.1 + 3.224) 

= 166.4 + 4.324, or 38.5 pounds approximately, 
zle pressure). 

The discharge = 30 x dx d x Vp, where d is the diameter 
of the nozzle in inches, and p, the pressure in pounds per 
square inch. 

Discharge = 30 x 1.25 x 1.25 x V38.5 or 291 g.p.m. ap- 
proximately. 


(noz- 





Use of Panic Bolts 


To the Editor: 


Will you kindly inform me on the following: Is there 
any law requiring that all exit doors be equipped with 
panic-type bolts in all theatres and factories? I also 
notice that all fire escape exit doors at the foot of the 
stairs are equipped with this panic-type bolts. Kindly 
inform me of the advantages of this type of door. 

In visiting the different New York State Institutions, 
I find that the fire escapes on four and six-story build- 
ings, the last landing, that is on the ground, has a door 
on with a panic type of bolt. G. G. M. 

Answer: Panic bolts are sound on all exit doors in thea- 
tres—see Sec. 527, Art. 25, Ch. 5, C. of O. (New York City). 

Panic bolts are not mach Ae: on exit doors in factories 
unless they are so arranged that the doors may be readily 
opened from both sides (unlocked—see Sec. 272 Labor Law), 
except in the case of an exterior enclosed exit stairway (fire 
tower) required in factory ae over 100 feet in height, 
erected after October 1, 1913. 

The advantage of exit doors provided with panic bolts is 
that in the case of a panic, when the door could not be readi- 
ly opened by turning a door knob owing to the pressure 
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against the door, if the said door was equipped with a panic 
bolt the pressure against the rod or bar would release the 
catch or fastening. 

The use of panic bolts on exit doors in other buildings 
is entirely discretionary and is not covered by law or ordi- 
nance, but when large numbers of persons gather or con- 
gregate they are preferable to the ordinary knobs as door 
fastenings. 


Southwestern Section to Meet in Fort Worth 

The sixth annual convention of the Southwestern Asso- 
ciation of Fire Chiefs—Southwestern Section of the I. A. F. 
C.—will be held at the Blackstone Hotel, Fort Worth, Tex., 
on May 15 to 17. The tentative program is as follows: 


Monday Morning 


9 a.m.—Registration. 
11 a.m.—Opening Session. Address of Welcome, Mayor Wm. 
Bryce Response, Chief R. A. Bogan, Baton Rouge, La. 


Appointment of Committees. 

Memorial Service. Memorial Rev. W. R. White 
Memorial Committee—S. D. O’Connor, Chief Fire Dept., 
Beaumont, Tex. W. M. Wolfe, Dp. Chief Fire Dept., Dal- 
las, Tex. M. A. Jameson, Asst. Chief, Fort Worth, Tex. 


Monday Afternoon—Fire Prevention Session 


Address, 


2 p.m.—Fire Prevention Legislation. By Cal Sstill, Asst. 
Dist. Atty., Fort Worth 
Inspections. By A. R. Averyt, Fire Marshall, Tuisa, 
Oklahoma. 
Educating the Public. By Representative of the National 
Board of Fire Underwriters. 


Note—The above topics will be discussed by members ap- 


pointed from the convention floor by the presiding 
officer. 
4:30 p.m.—All delegates, ladies and visitors will assemble 


in the lobby at the Blackstone Hotel for transportation 
to barbeque at Lake Worth. 


Tuesday Morning—Fire Protection Session 
9 a.m.—Water Supply and Distribution. By Walter K. Grant, 
Louisiana Fire Prevention Bureau, New Orleans, 
Louisiana. 
Department Personnel. By 
Winters. Texas. 
Fire Department Equipment and Costs. 
B. Goff, Oklahoma City, Oklahoma. 
Special discussion of this subject by Asst. 
Roe, Abilene, Texas. 
9:30 a.m.—(Ladies) Visit to Packing Plants. 
12:30 p.m.—(Ladies) Luncheon. 


Fire Chief G. F. Williams, 


By Chief George 
Chief J. Rae 


Tuesday Afternoon 


9 


2 p.m.—Round Table Session. Note—The Chairman for the 
Round Table Session will be appointed at the convention. 
3 p.m.—True and False Questions. Printed lists of true and 


false questions will be distributed for those attending 
to answer. 
3:30 p.m.—(Ladies) Drive over City. 


7 p.m.—Stag Party. 
8 p.m (Ladies) Theatre Party 


Wednesday Morning—Business Session 


9 a.m.—1. Adoption of Minutes of 


previous convention. 
2. Report of Secretary-Treasurer. 


3. Reading communca- 


tions. 4. Reports of committees. 5. Unfinished business. 
6. Report of Secretary on attendance of members. 7. New 
business. 8. Selection of next convention city. 9%. Elec- 


tion and installation of officers. 
9:30 a.m.—(Ladies) Shopping tour. 
8 p.m.—Wednesday night, Dance, 


10. Final adjournment. 


Blackstone Ball Room 


Fire Prevention Radio Program 


One of the most comprehensive fire prevention educa- 
tional campaigns yet attempted, is under way on a coast- 
wide scale by means of radio. 

The Columbia-Don Lee Broadcasting System, in co-opera- 
tion with the Los Angeles Fire Department and practically 
every other major agency concerned with prevention work, 
is presenting to the entire Coast each Friday, a series of 
talks on all phases of the fire problem. 

These bulletins are given by Norman Nielsen, noted radio 
star, during the regular “Happy-Go-Lucky Hour” each Fri- 
day, 2:00-3:00 p.m. The program is released simultaneously 
through twelve stations of the Columbia-Don Lee network. 

The new series of network broadcasts marks the first 
serious effort to offer fire prevention information on a wide 
scale. On account of the tremendous audience of the “Hap- 
py-Go-Lucky Hour” the prevention gospel is being pre- 
sented to more people simultaneously, than ever before, and 
to a class of listener hitherto seldom reached. 

Federal, State, County, City and private agencies have co- 
operated in providing the data from which the bulletins are 
compiled. These include: 

R. J. Scott, Chief Engineer L. A. F. D., Los Angeles; Spence 
D. Turner, Chief County Forestry Dept., Los Angeles; Jay W. 
Stevens, State Fire Marshal, Los Angeles; Wm. Mendenhall, 
Federal Forestry Dept., Los Angeles; M. B. Pratt, State 
Forestry Dept., Sacramento; Walter Coupe, Deputy State 
Forester, Pasadena; Geo. Cecil, L. A. County Conservation 
Assn., Los Angeles: Amer. Legion Fire Prev. Commission, 
State of California (Ed Burke, Chairman). 
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Lane Chief of Alameda, Cal. 


Thomas M. Lane has been promoted to Chief of Depart- 
ment, Alameda, Cal., to fill the vacancy caused by the 
retirement of Chief Walter 
Steinmetz on March 1, be- 
cause of ill health. 

He joined the department 
on September 1, 1909, and was 
advanced to driver on May 1 
the following year. Other 
promotions followed at short 


intervals. Lane was appoint- 
ed Assistant Engineer on 
July 5, 1917; Engineer on 


October 1, 1919; Captain on 
January 1, 1921; Assistant 
Chief on September 15, 1932. 


Short Course 


The eleventh 
vention of the New 
State Firemen’s Association 
and the fourth fire college 
will be held at Las Cruces, 
N. M., June 5-7. 

Clarence Goldsmith, Assist- 
ant Chief Engineer, National 
Board of Fire Underwriters, 
will speak on “Hose Lay- 
outs.” Others on the program are Chief Harry K. Rogers 
for drill tower evolutions and instructions in the use of 
salvage covers; Fred H. Cushing, Mine Safety Appliances 
Company, instructions and demonstrations in the use of gas 
masks; L. A. Barley, Chief Engineer, Mountain State In- 
spection Bureau, Denver, “Volunteer Fire Department Or- 
ganization and Equipment”; Chief T. P. Treadwell, Fort 
Collins, Col., “Fire Prevention Inspections by Paid Fire 
Departments”; Capt. C. W. Miller, Deming, N. M., “Fire 
Prevention Inspections by Volunteer Fire Departments.” 
_The following chiefs will participate in a discussion of 
Fire Chief problems; Ashley Pond, Santa Fe; F. H. Beatty, 
Clayton; Dewey Wills, Raton; W. A. Crsoby, Alamoordo; 
R. V. Miller, Clovis and I. J. Stockwell, Carlsbad. 

Chief Rue Chrisman, Roswell, is President and Theodore 
A. Rosenwald, Albuquerque is Secretary-Treasurer. 





annual con- 


Mexico 





Chief Thomas M. Lane 





Burke Named Chief of Pittsfield, Mass. 


_ Thomas F. Burke has been appointed Chief of the Pitts- 
field, Mass., Fire Department to succeed Chief William C. 
Shepard. 

Chief Burke was born in Pittsfield on December 31, 1889. 
He was appointed a fireman on December, 1911. In the sum- 
mer of 1925 he attended the Boston Fire College and Drill 
School. On January 10, 1927, he was named Lieutenant and 
Drill Master. Chief Burke was made Acting Assistant Chief 
on February 1, 1933, Acting Chief on February 4, 1933, and 
Chief of Department on = Semone 13, 1933. 

In commenting on the appointment, the Berkshire Evening 
Eagle said in an editorial: 

“He has courtesy, coolness, understanding and the will to 
serve. He is a man four square. We wish him well.” 

Chief Burke has changed the running card of the entire 
department. The high value districts now receive an addi- 
tional engine company on the first alarm assignments. He 
has received many laudatory comments for his good work 
by the local insurance men. 








Philadelphia Wins National Award 


Philadelphia, Pa., has been named as the winner of the 
grand award of the 1932 Inter-Chamber Fire Waste Contest. 
A summation of the class winners follows: 


Class I cities, more than 500,000 population—Philadelphia. 
Class II, 250,000 to 500,000 population—Cincinnati. " 
Class III, 100,000 to 250,000 population—Grand Rapids. 
Class IV, 50,000 to 100,000 population—Lakewood, Ohio. 
Class V, 20,000 to 50,000 population—Elyria, Ohio. 

Class VI, under 20,000 population—Albany, Ga. 


The awards will be presented at the annual meeting of the 
Chamber of Commerce of the United States to be held in 
Washington in May. Several of the cities that are on the 
list this year have won prizes in previous years. 





Owensville, Ind., has named Louis White as Chief to suc- 
ceed Frank Smith. 
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WHAT'S BURNING 


HE following list includes fires of $50,000 loss and over 
in the United States and Canada, for the month of 
April, 1933. These figures, compiled from _ tele- 
graphic reports are based on estimates made at the time, 
and are subject to later investigation and consequent re- 


vision. Taken as a whole, however, they are an approxi- 

mately correct view of the losses incurred. The figures 
represent loss in thousands of dollars. 

Loss » 

. P Thousands 

Month Ending April 30 of Dative 

L’Assomption, Que.—Factory of Langlois, Ltd., destroyed.......... 65 

Portland, Ore.—Property of Jones Lumber Co................-0005 165 

Montreal, Que.—Dwelling of late Sir Wm. Van Horne damaged...... 400 

Clarke City, Que.— Saguenay County R. C. Church destroyed....... 


Kingston, Pa.—David Miller Market destroyed.............0..00000. 
Holyoke, Mass.—Gymnasium and recreation center at Mater Dolorosa. 150 
Iola, Kan.—Factory of Sifers Candy Co., adjoining property.......... 150 


Montauk, L. I., N. ¥.—Summer residence of Harrison Tweed....... 65 
Menominee, Mich. —Garage of C. G. Janson destroyed............... 80 
Long Branch, N. J.—Commercial Hotel and adjoining property..... 65 
Simsbury, Conn—Main building Ethel Walker School destroyed..... 150 
Simsbury, Conn.—Four Corners Bldg. of Ethel Walker School...... 80 
Upper Stewiacke, N. S.—H. T. Fulton store, adjoining property.... 65 
Bridgewater, Mass.—Central Square business property............... 80 
Whitesburg, Ky.— Whitesburg _— ee Rs nad ocenes deve 50 


Dickerson, Md.—Dwelling of P. P. PE 
St. Louis, Mo.—Terminal warehouse damaged 
Detroit, Mich.-—Jansen textile plant damaged........ 
Phoenix, Ariz.—Sears, Roebuck & Co. store damaged 


Los Angeles, Cal.—Excelsior Laundry destroyed................0005 

Olean, N. ¥Y.—Lynch Hall at St. Bonaventura College.............. 50 
Attleboro, Mass.—Smith & Dexter building destroyed.............. 80 
Hertford, N. C.—Major-Loomis sawmill destroyed..................4. 65 
Seattle, ‘Wash.—Business Ching 366 esdaeecabannsyncesedee 150 


San Francisco, Cal.—Plant of H. Koch & Sons, adj. property...... 65 
Martinez, Cal.—Property of Shell Oil Co. damaged................. 125 
Lake Geneva, Wis.—Summer home of Dr. H. S. Warren of Chicago. 65 


Atlanta, Ga.—Elevator of Atlanta Milling Co. destroyed............ 300 
N. Bergen, N. J.—Barges of Sunset Lighterage Corp............... 50 
McFall, Mo.—Property in business section................00eeeeeee 150 
Haworth, N. J.—White Beaches Golf and Country Club............ 80 
Pottstown, Pa.—Junior high school building destroyed.............. 125 
Blue Ball, Pa.—Tobacco whse. of E. N. Burkholder at Blue Ball. 50 
Inavale, Neb.—Several business establishments...................... 50 





Theatre Destroyed in Toledo, Ohio 


Three alarms were sounded in rapid succession in the 
morning recently at Toledo, Ohio, to fight a blaze that totally 
destroyed the Vita-Temple Theatre. A passerby discovered 
flames breaking through the roof. The blaze threatened to 
spread to the Ohio Bank skyscraper and the Richardson 
Building which flanked the theatre. 

The first alarm was sounded at 3:46 a.m. Eleven fire com- 
panies responded to the alarms. No one was injured, al- 
though ornamental stone copings on the front of the theatre 
fell to the street at frequent intervals. 

Soon after the first company arrived, the northern cupola 





Fighting the Three-Alarm Fire at Toledo, Ohio 
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of the theatre, constructed of nearly five tons of stone, 
cracked and fell. Ten firemen were directing hose streams 
less than twelve feet away. Pieces of stone flew about them 
like shrapnel but no one was struck. The building was con- 
structed more than seventy years ago as a church and it was 
remodeled as a theatre forty years ago. 

The fire was under control at 6:17 a.m. The loss was 
estimated at $120,000. Chief Fred J. Myers was unable to fix 
the cause of the blaze. 





10 Firemen Injured at Warehouse Blaze 


_ Ten firemen were injured or suffered from exposure dur- 
ing sub-zero temperatures early this year while fighting a 





—Photo by Miss Millie Lois Meetz 
The Ice-Coated Whnteias During the Fire 


This photograph was taken ten hours after the first alarm was sounded 
and shows firemen still on the scene. 


blaze in a four-story warehouse building in Davenport, Ia. 
The alarm was sounded at 2.34 a.m. 

Flames started at the front of the structure and worked 
toward the rear. Stored furniture and packing boxes fur- 
nished combustible material. Snow on nearby roofs pre- 
vented sparks from starting new fires. A_ sixty-year-old 
watchman is believed burned to death. Damage to the ware- 
house is estimated at $100,000. 





Al Herring Has Nervous Breakdown 


Albert Herring, Chief of the Fire Department of Murphys- 
boro, Ill., is critically ill from a nervous breakdown which 
has temporarily affected his eyesight. At the I. A. F. C. 
convention held in Portland, Ore., in 1927, he was Chairman 
of the Exhibit Committee, and through his industry, suc- 
ceeded in filling the large exhibit hall, and several large tents, 
which were necessary to house all the displays. 

Chief Herring’s collapse followed a period of tense appli- 
cation to civic and relief duties. In addition to serving as 
head of the Fire Department and with a decreased force, he 
is supervisor of the city parks, cemeteries, all charity and 
relief work in the county besides other activities. 

A local newspaper commented editorially: ° 


“The city’s ‘most useful citizen’ should resign from about 
two-thirds of the unpaid jobs when he gets on his feet again, 
as everyone hopes he will, and then acquire just a little bit of 
Selfishness and a little thicker skin.” 





Chief Officer Dyer of London Retires 


Arthur Reginald Dyer, Chief Officer of the London Fire 
Brigade, London, England, retired on March 31, after com- 
pleting over twenty-eight years’ service in the brigade. He 
was born in Alton, Hampshire, in 1877, and received an en- 
gineering education. He spent two years in Pittsburgh, Pa., 
with the Westinghouse Electric Company. 


Thieves drained the oil and gasoline from fire apparatus in 
Newburg, Wis. The theft was not discovered until the 
apparatus 1itempted to respond to a fire call. 


Spokane, Wash., Fire Department has discontinued the 
use of chemical streams and will use booster pumps for 
small streams. Chemical units now in service will’ be 
equipped with booster pumps in the department shops. 
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BOARD OF MERIT, N. Y. F. D., 
ISSUES LIST OF MEDALISTS 


Out-of-Town Student at Fire College Cited 
for Heroism—Asst. Chief Dougherty Awarded 
Administration Medal for Third Time 


By William Jerome Daly 
Commissioner John J. 
Fire Department had se- 


IRE i or | 
the bos Me 
lected from among the scores of acts of heroism per- 


Board of Merit of the 
formed at fires during the year 1932, nine of them as being 
worthy of special citation. Medals will be pinned on the 
fire fighters by Mayor John P. O’Brien at the City Hall 
next month on a day to be fixed at the Mayor’s convenience. 

In announcing the names of the medal men, Commissioner 
Dorman said that the Dr. Harry M. Archer Medal would 
be presented this year for the third time in its existence. 
This medal is awarded every three years to one of three 
winners of the James Gordon Bennett Medal for heroism 
during the preceding three years. 

The outstanding valorous deed of the fire service last year 
was performed by Capt. Cornell M. Garety, Flushing. He 
is awarded the James Gordon Bennett Medal for rescuing 
his fellow Capt. William J. Heffernan of Engine Co. No. 3, 
a son of Deputy Chief James W. Heffernan of the Ist 


Dorman, announced that 


Division. Cited with Capt. Garety is Fireman George E. 
Cavanagh, Astoria, who will receive the Walter Scott Medal. 
Cooperating at this fire with members of Rescue Co. 1 


was Lieut. George H. Friel of the Cambridge, Mass., Fire 
Department who was then attending the Fire College and 
was responding with Rescue Co. 1. He was honored by an 


official communication to the Chief of Cambridge, Mass., 
and an award of a bronze sleeve insignia. 
Capt. Frederick J. G. Wedemeyer, Manhattan, receives 


the Henry D. Brookman Medal, Fireman James Smithwick, 
Manhattan, the John H. Prentice Medal and Fireman 
Stephen J. McArdle, Bronx, the Hugh Bonner Medal for 
heroism at a fire which cut off the escape of tenants at an 
apartment house fire. 

Fireman Maurice M. Hartnett, Manhattan, will receive 
the Emily Trevor-Mary B. Warren Medal for rescuing two 
girls from their fiery bedroom. 

Lieut. Henry C. Feuerbach, Brooklyn, is awarded the 
Brooklyn Citizens’ Medal for rescuing two unconscious boys 
from their bedroom on the third floor. 

Fireman Charles Rosenson, Manhattan, will receive the 
Thomas E. Crimmins Memorial Medal, and Fireman Francis 
FE. Powers, Queens, the Thomas A. Kenny Memorial Medal 
for the assistance they gave Chief Fire Marshall Thomas P. 
Brophy and his staff in frustrating an attempt to set fire to 
a Rockaway Beach hotel. 

Capt. Albert B. Carlson, Brooklyn, will receive the Dr. 
Archer Medal in recognition of his possession of 


Harry M. 








Former Chief, Ill at Home, Remembered by Friends 


A fifty-year service badge was presented to Charles Higham, who 
served as Chief of the Middletown, N. Y., Fire Department, for twenty- 
five years. He is sixty-six years old and has been confined to his home 
for more than a year. The presentation was made by Chief W. J. Seely. 
Many of the friends of Ex-Chief Higham remembered him with flowers 
on his birthday 
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one of the James Gordon Bennett medals awarded during 
the years, 1929, 1930 and 1931—his heroism being consir- 
ered the best of those three awards. 

The Stephenson Medal in recognition of having main- 
tained the best disciplined and most efficient fire company 
during the past year, goes to Capt. Joseph L. Flannery, 
commanding officer of Engine Co. 48 at Webster Avenue 
and Fordham Road, the Bronx. 

For the third time in his career of forty-five years, Asst. 
Chief Thomas F. Dougherty, Manhattan, is awarded the 
Administration Medal, in recognition of two recent inven- 
tions he designed and presented to the department. He de- 
signed a nozzle pipe which can be suspended over the gun- 
whale and down the side of any fireboat to the water’s edge 
from which level heavy streams of water can be directed 
far under piers and bulkheads. He gave the department a 
giant distributing nozzle with seven large outlets which 
revolve from water pressure and cover a large area. This 
nozzle is considered advantageous in cellars of commercial 
and industrial buildings and in cargo holds of ships. 





Chief Ringer Leaves Fire Service 


Charles W. Ringer, Chief of Fire Department in Minne- 
apolis, Minn., since January 1, 1911, resigned from the de- 
partment on April 
26, to wage a fight 
as candidate for 
mayor. The resig- 
nation was pre- 
sented in December 
after he was vic- 
torious in resisting 
the efforts of the 
city to discharge 
him. He is seventy- 
two years old. 

He joined the de- 
partment April 26, 
1884, as a pipeman. 
Four years later he 
became a_ captain’ 
in another ten years, 
a fire marshal, and 
in 1911, Chief. In 
1923 he was Presi- 
dent of the I. A. F. 
C., and in October, 
1925, he conferred with the late president Coolidge on fire 
prevention. 

Battalion Chief Earl Traeger was appointed Acting Chief. 
Because of the limited appropriation for the department this 
year, the new Chief plans a complete reorganization of the 
service. 





Charles W. Ringer 





Westchester Chiefs Discuss Salvage and Beer 


The monthly meeting of the Fire Chiefs’ Emergency Plan 
took place at the headquarters of the Yonkers, N. Y., Ex- 
empt Firemen’s Association on Wednesday, April 19, with a 
large attendance of Chiefs and other Fire Department offi- 
cers. The members were welcomed by short addresses by 
the Chaplains, Rev. Oliver S. Newell and Rev. Father Flan- 
nery, on behalf of the Firemen and the Exempt members of 
the Yonkers Department. 

An address on Salvage Work was made by William 
Paul Babcock, of the Nyack, N. Y., Fire Patrol. He em- 
phasized the advantages of forming a Round Table Group 
among Fire Departments of the county to do missionary 
work in promoting the exercise of salvage on scientific 
grounds. 

Chairman Steuhl then called upon Chief Chambers, of 
Yonkers, who introduced Chief John J. McElligott, of the 
New York Fire Department. Chief McElligott said that 
the true firemen were the volunteers, who patriotically gave 
their services for the good of the community and the safety 
of the citizens. He praised the good work that had been 
done by the Plan. 

Chairman Steuhl urged all members to get behind the 
arnual dinner in May and get out as large an attendance as 
possible. 

Chief Chambers referred to the Round Table Question- 
naire to appear in the May issue of Frre ENGINEERING on the 
subject of allowing the drinking of beer in fire stations, and 
asked for a discussion on the subject. Chief McElligott said 
that the angle taken in the New York Depertment was that 
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if we are to wait for a fireman to be brought up on charges 
of intoxication, that he will claim that he was drinking legal- 
ized beer. The best thing to do is to prohibit beer being 
drunk in the stations. In New York City no social events 
are permitted in fire stations, so that it is easy to prohibit 
the drinking of beer. Of course, he said, the volunteer com- 
panies might have an entirely different problem to solve in 
this respect. 

Chief Chambers announced that the Zone Schools for 
Firemen would commence on May 1. Application could be 
made to the Chiefs of Mount Vernon or Yonkers by those 
in that vicinity desiring to attend. 

Addresses were made by William A. Coyle, President of 
the Hudson Valley Volunteer Firemen’s Association and 
George D. Kelley, President of the Yonkers Exempt Fire- 
men’s Association, who urged all to attend the Hudson 
Valley Convention in Yonkers on June 20 to 22, especially 
on the day of the parade. 

Judge Hoop, of Bronxville, spoke of the growing evil of 
local bills being introduced into the legislature, favoring one 
particular section. He said that such bills were apt to be 
vetoed by the Governor, whereas, if a central committee 
could be organized to formulate such measures, bills of im- 
portance to the whole state could be brought to the atten- 
tion of the Chief Executive in such a way as to secure his 
signature. 

A demonstration of floodlighting apparatus was given by 
a representative of the Homelight Corporation of New York 
City, who described the features of the gasoline driven gen- 
erator. The lights were also shown in operation on the 
street outside of the headquarters. 

At the conclusion of the meeting a supper was served, 
which featured the 3.2 beverage in ample quantities. 





New England Signal Association Meets 


Over sixty members of the New England Municipal Signal 
Association attended the semi-annual meeting of that organ- 
ization held at the Stratfield Hotel, Bridgeport, Conn., on 
April 11 and 12. The meeting was welcomed by Mayor E. 
T. Buckingham. 

The meeting was favored by an interesting talk and dis- 
cussion given by J. F. Knight, Commissioner of Lines and 
Lights, Somerville, Mass. Mr. Knight's subject was “Fire 
Alarm Mutual Aid.” C. M. Marron, General Superintendent 
of the Operating Department of the American District Tele- 
graph Company, New York City, delivered a paper on “Prac- 
tical Problems of Fire Protection.” Mr. Marron’s talk was 
followed by a discussion of the development of the A. D. T. 
Sprinkler Alarm, Valve Supervision, Automatic Fire Alarm, 
Manual Fire Alarm, Watchman Supervision and the appa- 
ratus connected therewith. 

At 3 p.m. on the afternoon of the first day’s meeting the 
members were escorted to the huge General Electric Com- 
pany’s plant on Boston Avenue, Bridgeport. 

At 6 p.m. a dinner was held at the Stratfield Hotel and 
followed by a round table discussion of fire alarm work. 
During this part of the program the meeting was favored 
with a talk by Paul Horni, of the Horni Signal Manufactur- 
ing Company, who recently returned from a tour of 
European countries. 

The second day’s meeting opened with a paper and demon- 
stration by William J. McKenna, Electrical Engineer, De- 
partment of Public Safety, Jersey City, N. J. Mr. McKenna 
spoke on “Construction of A Fire Alarm Central Office by 
Municipal Employees.” 

It was voted to hold the annual meeting in Boston. 

The officers of the Association are: President, James 
Warnock, Swampscott, Mass.; First Vice-President, W. H. 
Greenlaw, Beverly, Mass.; Second Vice-President, Frank 
Viet, Jr., Stamford, Conn.; Secretary-Treasurer, Alfred C. 
Ames, Providence, R. I. 

Tuomas F. MAGNER. 





Claims of widows of Adam Township, Ohio, firemen were 
denied by the Industrial Commission. Six men were killed 
when the fire apparatus overturned last June. The state 
refused to pay the $6,500 death claims on the ground that 
volunteer firemen are not employees. 


Two Ahrens-Fox pumpers. each of 1,000-gallon capacity, 
were tested by members of the New York Fire Department 
at the East River under the Queensboro Bridge. The 
pumpers are designed for extra heavy duty and during the 
twelve-hour tests, showed capacities and pressures in excess 
of the contract requirements. The tests were witnessed by 
officials of the New York Fire Department and chiefs 
of nearby municipalities. 





New York Chiefs To Meet Next Month 


The annual convention of the New York Association of 
Fire Chiefs will be held at the Lido Beach Hotel, Lido 
Beach, L. L., June 6-8. Previous conventions were held in 
the vicinity or Albany. 





Shanghai Chief Visits New York City 


J. Gordon Dyson, Fire Chief, Shanghai, China, was a 
visitor in New York City while he was on his way back te 
Windsor, outside of London, England, to enjoy a_ six 
months’ furlough. He is an officer in the British Army, and 
was twice “cracked up” during the World War. 

He was a guest of Dr. and Mrs. Harry Archer, and was 
elected an honorary member of the New York Cycle Club 
of the New York Fire Department. He described the fire- 
fighting situation during the recent disturbance in Shanghai. 
He visited the Polo Grounds where he saw New York Giants 
play—the first baseball game he ever witnessed. 





Myers, Chief of Maywood, Cal., Dead 


Samuel O. Myers, Chief of the Maywood, Cal., Fire De- 
partment and at one time a Lieutenant of the Indianapolis 
Fire Department, died following an accident in which his 
car failed to follow a turn in a road. He was born in Ander- 
son, Ind., August 11, 1870. 

_On May 19, 1901, he became a member of the Indianapolis 
Fire Department and a Lieutenant on November 23, 1911. 
He resigned December 1, 1920, and came to Maywood. He 
~~ fire warden in 1922 and Chief on November 

He is survived by his widow, a daughter and a grand- 
daughter. 

E. F. Whitmer, formerly of the Seattle, Wash., Fire De- 
partment has been appointed the new Chief of Maywood. 





Knoeppel Agent for Many Manufacturers 


F. W. Knoeppel, well known in the Southeastern ter- 
ritory, is now established at 3924 Du Pont Circle, Jackson- 
ville, Fla., as a representative of a number of manufacturers 
in the fire equipment field. He holds honorary membership 
in twenty-five southern Fire Departments and is an ardent 
fire fan. 

Among the concerns he represents are the Buffalo Fire 
Appliance Corporation, Akron Brass Manufacturing Com- 
pany, Bi-Lateral Fire Hose Company, Andrew J. Morse & 
Son, G. L. Day, Electric Service Supplies, Woodhouse Man- 
ufacturing Company, Buckeye Iron & Brass Works, Cam 
Manufacturing Company, J. M. Baker Pattern Company, 
Everson-Ross Company, National Foam System, American 
Steam Pump Company, Cairns & Brother Company, Elk- 
hart Brass Manufacturing Company, Cooper Hose Jacket 
Company, and Kellam & Lemon Company 





Many Ladders Aid Rescue Work 


A picture of what New York City firemen can do at rescue 
work was presented at a fire in an old-law five-story tene- 
ment located in the tenement district of the Bronx. The 
alarm came in at 2:02 a.m. while a four-alarm fire was burns 
ing in a meat packing plant three blocks away. The fire 
started in the hall under the stairway. Thirty-five persons 
were rescued with the aid of ladders, not a single life was 
lost, and the fire had gone completely up the stairway and 
shafts. A second alarm sounded within nine minutes, 
brought three engine companies and a ladder company. 

In the words of ‘‘Jerry” Daly, who was at the fire: 

“We have seen a great many buildings afire, but not in 
years was a tenement so well laddered and rescues so effi- 
ciently executed. The timely presence of photographers on 
the scene simultaneously with the fire fighters enabled the 
newspaper men to furnish the world one of the most vivid 
scenes of actual rescues ever made in the annals of fire re- 
porting in this city.” 

The cover illustration shows some of the rescues being 
made at this tenement house fire. 





The Council of Clinton, Ia., voted to close No. 2 fire sta- 
tion and save $5,000 a year in expenses. A petition was 
received signed by eight hundred residents of the Fourth 
Ward asking that the Council reconsider its move. It was 


pointed out that the saving would be offset by an increase 
in insurance premiums. 
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CONVENTION DATES 


May 10—DEL-MAR-VA VOLUNTEER FIREMEN’S ASSOCIATION. 
4th Annual Convention, Easton, Md. Secretary, E. C. Bailey, Laurel, 
Del. 

May 15-17—SOUTHWESTERN ASSOCIATION OF FIRE CHIEFS. 


6th Annual Convention, 
tary-Treasurer, J. E. Taplin, Blackwell, 

May 17—FIRE CHIEFS’ EMERGENCY 
Gramatan, neg ie 
Capt. E. Riviere, Larchmont, N. 

May 18-NEW JERSEY MUNICIPAL SIGNAL ASSOCIATION. 
meeting, Irvington, N. J. Recording Secretary, 

City. 

May 19-20-QUEBEC POLICE AND 
7th Annual Fishing Party and Picnic, Lake Morgan, P. Q., Can. 
Secretary-Treasurer, Robert Harrington, Chief ire Department, 
McColl-Frontenac Oil Co., Ltd., Windsor Hotel, Montreal. 

May 23-26-IOWA FIREMEN’S SHORT COURSE. 9th Annual Course, 
Ames, Ia. Chief L. R. Morris, Ames, Ia. 

May 24—-IOWA FIRE CHIEFS’ ASSOCIATION. 5th Annual Meeting, 
Ames, Ia. Secretary-Treasurer, Chief L. R. Morris, Ames. 

May 29-31—FLORIDA STATE FIREMEN’S ASSOCIATION, 8th An- 
nual Convention, New Smyrna, Fla. Secretary, F. C. Pfaender, Win- 
ter Haven, Fla. 

May 29-June 1—NATIONAL FIRE PROTECTION ASSOCIATION. 37th 
Annual Meeting, Hotel Schroeder, Milwaukee, Wis. Managing 
Director, Franklin H. Wentworth, 6 Batterymarch Street, Boston, 
Mass. 

June—NORTH DAKOTA FIREMEN’S ASSOCIATION. 49h Annual 
Convention, Carrington, N. Dak. (Exact date to be decided later.) 
Secretary, H. L. Reade, Bismarck, N. D. I 

June—SIX COUNTY FIREMEN’S ASSOCIATION. Annual 
tion, Carbondale, Pa. Secretary, Fred Zeiser, Shamokin, Pa. 

June 5-7—NEW MEXICO STATE FIREMEN’S ASSOCIATION.  lith 


Blackstone Hotel, Fort Worth, Tex. Secre- 
Okla. 
PLAN. 


(Price, $2.50) 


Annual Dinner, Hotel 
Secretary-Treasurer, 


Next 
Frank Dolan, Jersey 


FIRE CHIEFS’ ASSOCIATION. 


Conven- 


Annual Convention and Fire College, Las Cruces, N. M. Secretary- 
Treasurer, T. A. Rosenwald, Albuquerque, N. M. 

June 5-9—SOUTH DAKOTA FIREMEN’S ASSOCIATION. 49th Annual 
Convention and 35th Annual Fire School, Mitchell, S. D. Secretary, 
M. C. Sullivan, Parkston, S. D 

June 6-7—NEW YORK ASSOCIATION OF FIRE CHIEFS, 27th An- 
nual Convention, Lido Beach Hotel, Lido Beach, L. I. Secretary- 
Treasurer, Chief James H. Golden, Cohoes, N. Y. 

June 6-9-OREGON FIREMEN’S SCHOOL. Annual School, Corvallis, 
Ore. Address, Chief J. F. Volstorff, Pres. Oregon State Fire Chiefs’ 
Association, Hood River, Ore 

June 8—NORTHERN INDIANA INDUSTRIAL AND VOLUNTEER 
FIREMEN’S ASSOCIATION. 2th Annual Convention, Bluffton, 
Ind. Secretary-Treasurer, G. W. Darr, Columbia City, Ind. 


June 8-9—SOUTHEASTERN ASSOCIATION OF FIRE CHIEFS. 6th 
Annual on m, Savannah, Ga. Secretary-Treasurer, John L. 
Miller, Concord, N. C. 

June 10—FIRE CHIEFS’ CLUB OF RHODE ISLAND. Next Meeting, 
Estate of Senator William H. Vanderbilt, Oakland Farm, Portsmouth, 
R. I. Secretary, A. Robert Black, 71 Wellesley Ave., No. Providence. 

jum. 12-14—KANSAS STATE ASSOCIATION OF FIRE CHIEFS, 

ATE FIREMEN’S ASSOCIATION AND FIRE SCHOOL.  Re- 
pons RY 17th, and 46th Annual Convention and Sth Annual Fire 
School, Wichita, Kan. Secretary, Chief K. D. Doyle, Wamego, Kan. 
Secretary, Firemen’s Short Course, E. Stewart, Kansas Insp. 
Bureau, 701 Jackson St., Topeka, Kan. Also the Associations wiil 
conduct ten one-day regional fire schools in ten different towns- 
First one in Chanute, Kan., latter part of Apri 

June 13-14— MINNESOTA STATE FIRE DEPARTMENT ASSOCIA- 
TION. 6lst i Convention, St. Paul, Minn. Secretary, Fred 
Pfaender, New Ul 


J inn. 

June 13-15—TEXAS STATE FIREMEN’S AND FIRE MARSHALS’ AS- 
SOCIATION. 57th Annual Convention, Corpus Christi, Tex., Secre- 
tary- -Treasurer, Olin Culberson, Edna, Tex. 

June 13-15—FIRE CHIEFS’ ASSOCIATION OF OHIO. 16th Annual 
Convention, Mansfield, Ohio. Secretary-Treasurer, Chief Philip J. 
Harty, Youngstown Sheet & Tube Company, Youngstown, Ohio. 

June 14-16—MARYLAND STATE FIREMEN’S ASSOCIATION.  4ist 
Annual Convention, Westminster, Md. Secretary, George R. Lindsay, 
Hagerstown, Md. 

June 14-16—WISCONSIN STATE FIREMEN’S ASSOCIATION. 46th 

“Annual Convention, New Glarus, Wis. Secretary, E. Philip Mueller, 
Jefferson, Wis ’ 

June 20-21I-ILLINOIS FIRE COLLEGE. 9th Annual Fire College, 
Illinois Firemen’s Association, at University of Illinois and Grounds 
ase Tower of Association, Champaign, Ill. Secretary, Assist. Chief 

y W. Alsip, Champaign, Ill. Director, Prof. . Provine. 

beak 20- 22—HU DSON VALLEY VOLUNTEER FIREMEN’S ASSOCIA- 
TION. 4th Annuai saunvenite, » emai N. Y. Secretary, Chief 
Chris. W. Noll, Poughkeepsie, N 

June 20-22-NEW ENGLAND SSSOCIATION OF FIRE CHIEFS. 11th 
Annual Convention, Lewiston, Me. Secretary-Treasurer, Chief John W. 
O’Hearn, Watertown, Mass 

June 21—NORTHEASTERN OHIO VOLUNTEER FIREMEN’S AS- 
SOCIATION. 6th Annual Convention, Hicksville, Ohio, President 
Chief Darrell Williams. Sylvania, Ohio. 

June 23-24—EASTERN ASSOCIATION OF FIRE CHIEFS, 6th Annual 


Convention, Harrisburg, Pa. Secretary, Chief F. E. Soulé, Coates- 
ville, Pa, 
June 26-22—-COLORADO STATE FIREMEN’S ASSOCIATION. 17th An- 


nual Convention, Estes Park, Col. 
Jacobson Bldg., Denver, Col. 

June 23— CENTRAL WESTERN FIREMEN’S ASSOCIATION. Annual 
Convention, Miamisburg, Ohio. Secretary, A. Hetzel, Miamisburg. 

July—VERMONT STATE FIREMEN’S ASSOCIATION. 43rd Kn 

one Convention, Poultney, Vt. (Exact ac to be set later.) Sec- 

etary-Treasurer. Spencer Carr, Poultnev. 
1 *TEMISKA MING FIREMEN’S ASSOCIATION. 
New Liskeard, Ont., 

Liskeard, Ont 

July 10-12-FLORIDA FIRE COLLEGE. 
Fla. Under direction of Tf. Fla. 

July 11-12-QUEBEC POLICE AND FIRE CHIEFS’ ASSOCIATION. 
Ist Annual Convention, Montreal, Que. Secretary-Treasurer, Robert 
Harrington, Chief Fire Department, McColl-Frontenac Oil Co., Ltd., 
Windsor Hotel, Montreal 


Secretary, Clinton Turnbull, 303 


Joly 


Tournament, 
Can. Secretary-Treasurer, F. E. Thompson, New 


4th College, 


Daytona Beach, 
F. MacMillan, Cocoa, 
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July 17-20—-MICHIGAN STATE 
Annual Convention, - rime Mich. 
liams, Ludington, Mich 

July 17-20—-TEXAS FIREMEN’S TRAINING SCHOOL. 4th Annual 
Seceien, A. & M. College, of Texas, College Station, Tex. Director 
H. R. Brayton, College Station. 

July 18-19-MARITIME FIRE CHIEFS’ ASSOCIATION. 
Convention, Digby, N. S., Can. Secretary-Treasurer, 
neth J. MacRae, Puggsley Bldg., St. John, N. B. 

July 20-22-MONTANA STATE FIREMEN’S ASSOCIATION. 42nd 
Annual Convention, Havre, Mont. 3rd Firemen’s Short Course, to 
be held at Bozeman, ae not yet set. Secretary-Treasurer, D. 
Moser, Bozeman, Mon 

July 24-283—-WEST VIRGINIA FIRE SERVICE EXTENSION SCHOOL. 
3rd Extension School, University of West Aso cee Morgantown. 
Secretary, Chief C. J. Powell, Romney, W. 

July 24-28—-WEST VIRGINIA FIRE CHIEFS’ ASSOCIATION. 2nd An- 
nual Meeting, University of West Virginia, Morgantown. Secretary, 
Chief C. J. Powell, Romney, W. Va. 

Aug. 1-3— “WISCONSIN PAID. "FIREMEN’S ASSOCIATION. 26th An- 
nual Convention, _. } Seats Wis. Secretary-Treasurer, William H. 
Schultz, Sheboyg: 

Aug. 7- "0 MICHIGAN’ STATE FIRE CHIEFS’ ASSOCIATION. 8th 
Annual Convention. Traverse — Mich. Secretary, George F. 
Dansbury, Grosse Pointe Farms, ich. 

Aug. 8—MASSACHUSETTS PERMANENT FIREMEN’S ASSOCIA- 
TION. 2ist =} Convention, Hotel peenete, Holyoke, Mass. 
Secretary, W. Fred Thomas, Worcester, Mas 

Aug. 8-11—STATE POIRE CHIEFS’ ‘ASSOCIATION OF VIRGINIA. Sth 
Annual Convention, Harrisonburg, Va. Secretary-Treasurer, Chief 
E. H. Rouse, Orange Va. 

Aug. 8-11I—VIRGINIA STATE FIREMEN’S ASSOCIATION. 47th An- 
nual ——— “ane Harrisonburg, Va. Secretary, O. Dabney, 
Staunton, Va. 

Aug. 15-18—FIREMEN’S ASSOCIATION OF THE STATE OF NEW 
YORK. 6ist Annual Convention, ag CONN, N. Y. Secretary, 


Fred A. Davis, Fort Edward, N. 
Aug. 21-27—INTERNATIONAL ASSOCIATION OF FIRE CHIEFS. 
“Seeandbee,”” for Cruise on 


6lst Annual Convention, on board Steamer ‘ 
Great Lakes. Secretary-Treasurer, Ex-Chief James J. Mulcahey, 16 


FIREMEN’S ASSOCIATION. 59th 


Secretary-Treasurer, H. L. Wil- 


19th Annual 
Captain Ken- 


Franklin Avenue, Yonkers, N. Y.; Executive Secretary, Jay 
Stevens, Merchants’ Exchange Bldg., San Francisco, Cal. 
Aug. 


22—MISSOURI VALLEY ASSOCIATION OF FIRE CHIEFS. An- 
nual Convention 2nd day of A, F. Convention, on Board 
Steamer “Seeandbee.” Secretary-Treasurer, Chief Ray Tiller, Water- 


loo, Ia. 

Aug. 29-31—DOMINION ASSOCIATION OF FIRE CHIEFS. Sth 
Annual Convention, Le ~-aaee Ont., Can. Secretary, Chief James 
Armstrong, Kingsto 

Sept.—ARKANSAS STATE FIREMEN’S ASSOCIATION. 12th Annual 
Convention, Eureka Springs, Yad Rng 3 ag | a 7 foun later.) 
Secretary-Treasurer, H. D. Litt k. 

Sept—OKLAHOMA STATE FIREMEN’S NSSOCTATION. 39th An- 
nual Convention, Oklahoma City, Okla. (Exact date to be decided 


later.) Secretary-Treasurer, Charles Slemp, 820 East 19th St., 
Oklahoma City 

Sept. ~NORTHWEST FIRE SCHOOL. 6th Annual Fire School, exact 
date not set, but probably in Septembér, as usual. University of 
Minnesota, Minneapolis. Address, Chief Frank W. Fuller, Brainerd. 

inn. 

Sept. 5-7—KENTUCKY STATE FIREMEN’S ASSOCIATION, 14th An- 
nual Convention, Pikeville. Ky. Secretary, Capt. S. G. Render, 940 
Starks Bldg., Louisville, Ky. 

Sept. 12-14—-WISCONSIN STATE FIRE CHIEFS’ ASSOCIATION. 


5th Annual Convention. Wisconsin Rapids, Wis. 
Arthur J. Rahn, Two Rivers, Wis. 
18-19—-MISSOURI ASSOCIATION OF FIRE FIGHTERS. 9th 
Annual Convention, Kansas City, Mo. Secretary-Treasurer, M. J. 
Mulvoy, 405 City Hall Building, St. Louis, Mo. 
Sept. 19-20-IOWA_ FIREMEN’S ASSOCIATION. 56th Annual Conven- 
_ tion, Denison, Ia. Secretary, Paul A. Soener, Independence, Ia. 
Sept. 21-22-DELAWARE VOLUNTEER FIREMEN’S ASSOCIATION. 
13th Annual Convention, Laurel, Del. Secretary, Sam H. Carson, 


over, Del. 
Oct. 2~TEMISKAMING FIREMEN’S ASSOCIATION. 10th Annual 
Secretary-Treasurer, F. E. 


Secretary, Chief 
Sept. 


Convention, New Liskeard, Ont., Can. 
Thompson. New Liskeard, Qnt. 

Oct. 3-5—-PENNSYLVANIA STATE FIREMEN’S ASSOCIATION. 54th 
Annual —- 7 Lock aven, Pa. Secretary, Charles E. 


Clark, Wayne, Pa. 

Oct. 17- 19-ILLINOIS FIREMEN’S ASSOCIATION. 47th Annual Con- 
vention, Rockford, III. Savemey, Assist. Chief Roy W. Alsip. Fire 
Department. Cham 

Oct. 17-19 "NEBRASKA SI STATE VOLUNTEER FIREMEN’S ASSOCIA- 


TION. 5ist Annual Convention. North Platte, Neb. S ta - 
urer, Fred W. Muller, Norfolk, Neb. patties 


Newly Elected Chiefs 


The following have been elected to head the Fire Depart- 
ments in their respective municipalities : 


Blaine, Wash.—B. Hanson Fayette City, Pa.—Howard Opfar 
Montgomery, Pa.—James Kemery Mostnomery. N. Y.—wWilliam Mc- 


Mansfield, Ohio—Charles J. See- 
berger Vail Gate, N. Y.—William Mertes 
Linwood, N. J. i et 


Logan, Mo.—M. O. Harrison 
Ramona, S. D.—C. L. Rensch Center Moriches, Y.—Delafield 





Sheffield, Pa.—Dr. Leland Stanford Haven 
Kalama. Wash.—Lyle Ficklin Nora Springs, Ia.—R. L. Breakey 
West Concord, Minn.—Frank Pirkl, Toledo, Ore——Harry Clark 


Millgrove, N. Y.—J. W. Schlienz 
Soledad, Cal.—Claude Wendt 
Morgan Hill, Cal.—William H. Pil- 


Marietta, Okla.—L. T. Burton, Jr. 
— Hambu Pa. a Sevier D 

an am ° — . seh- 
ee SD. —aitoed Nelson ringe y > ase: _— 
epublic, io—Alvin Caegett New , d, W. — 
Cutchogue, N. Y.—S. Kaelin Hood _ veeedin 
Dysart, Ia.—E. A. Braden Kiron, Ia.—M. A. Sandstrom 
Sun Prairie. Wis.—Edward Zwicky Ft. Plain. N. Y.—Charles Yops 
Nashville. Ga.—Walter Chandler Downieville, Cal.—Clarence Johnson 
Marysville, Pa.—C. P. Fesler Honeoye Falls, N. Y. —Chester Lord 


Tr. 
Kohlsville. Wis.—Carl Sell 
Canova, Ill.—C. G. Noel 
Mt. Union, Ia.—R. Riepe 
Northwood. Ta.—Horace G. 


0 Hilborn 
Milton Junction, 


Wis.—Lester Fore- 
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) all, a good badge is a sensible investment. Not every- 
one can wear a fireman’s emblem of service. You men who have 
devoted your lives to saving life and property should be proud 
of your badge. 


You will be if you wear a BRAXMAR BADGE. Over fifty-five 
years of experience goes into every badge you buy. 
Catalog on request. 


C. G. BRAXMAR CO., 242 West 55th Street, New York 


RAXMAR 
ADGES 


Standard for Over Fifty Nears 








Here’s wh Ny 
FIRE 


CHIEFS 
recommend 


CRISPIN 


FIRE HYDRANTS 


pee departments should demand hydrants 
peci designed for fire service. The 
CRISPIN hydrant was designed to help you 
fight fires more efficiently, Chief. Before you 
replace old hydrants or install new ones, we 
suggest you let us send you our folder which 
completely describes CRISPIN hydrants and 
just why you should recommend them for your 
city or town. 


MULTIPLEX MFG. CO. 


BERWICK, PA. 
Offices: 405 Lexington Ave., N. Y. C. Plant: Berwick, Pa. 




















HEWITT-GUTTA PERCHA 


FIRE HOSE 


A complete line, including 
Wax Treated - Solid Multiple Woven 


AND 
Single and Double Jacket Hose 


Manufactured by 
HEWITT - GUTTA PERCHA 


RUBBER CORPORATION 


BUFFALO, N. Y. 
“Territories Available” 











Bi-Lateral Fire Hose 





The one hose that does not require frequent replacements. 
Always reliable for fire service no matter how old, if the 
jackets are intact. 

Lined with three rubber tubes, specifically guaranteed for six 
years. 


BI-LATERAL FIRE HOSE CO. 


15 Park Row 20 N. Wacker Drive 
New York, N. Y. Chicago, Ill. 














Please mention Fire ENGINEERING when writing advertisers 
















LUI WATER DAMAGE 
t- INSURANCE RATES 


SALVAGE| 
0 


“Using only 19 of your SHUREDRY Salvage Covers, we 
have saved from water damage thousands of dollars worth 
of property in Johnson City during the past two years. 
This shows that much can be accomplished in salvage work 

with only a little money invested. My suggestion to fire 
chiefs is that they do not wait until they are able to buy 
all the salvage equipment they need, but that they begin 
at once to reduce fire loss in their cities by purchasing a 
few SHUREDRY Salvage Covers Now!” 
(Signed) P. J. Spinnenweber, Chief, 
Johnson City (Tenn.) Fire Dept. 
75% of the nation’s annual half-billion fire loss is traceable 
directly to WATER DAMAGE! Send for samples of 
SHUREDRY Covers today! 


Fulton Bag & Cotton Mills 
\{ Thva keel SN 


mya 
ATLANTA 
MINNEAPOLIS BROOKLYN 


ST. LOUIS DALLA 
NEW ORLEANS KANSAS CITY, KAN 
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POSITIONS WANTED 
These advertisements are inserted without charge 
as a service offered by FIRE ENGINEERING 
to everyone in the fire field. Use it. 





Position Wanted 

Experienced Fire Extinguisher 
salesman, with ten years’ following 
who has built up a large volume of 
business in Virginia, North Caro- 
lina and Tennessee, wishes to make 
change. Will consider small salary 
and traveling expenses or drawing 


Fire Protection Engineer 


Young fire protection engineer from 
Armour Tech desires position as 
insurance inspector. Has had an- 
alytic rating and electrical inspec- 


aoune. oe — car. en Se tion experience. Address: Box pee 
ye By 705 p. oo Ex. ¢°/° Fire ENGINEERING, 24 W. 40th 
GINEERING, 24 W. 40th St., New a York. 

York. 

4-5 





; | 
| PROPOSED IMPROVEMENTS | 
, 





- Ashland, Ohio—A community fire 
company has been organized 
here to protect five townships 
and two villages. Apparatus to 
be purchased. 

New London, Conn.—In report to 
council City Mgr. Holt and Fire 
Chief T. H. Shipman recom- 
mended the construction of a 
central fire station to house all 
the apparatus of the city. Es- 
timated cost $75,000. Referred 
to committee on public safety and 
finance for further consideration. 


FIRE BOAT 
For Sale 


A 26 foot Sea Sled Fire Boat 
with a 220 H.P. Engine and a 
model “B” Northern Pump— 
rated at 750 G.P.M. (no extra 


; ? 2 Frankford, Del.—Meeting held re- 
equipment ). For furthe Tr m- cently to discuss plans for or- 
formation and price write: ganizing a fire department and 


purchase according 


to reports. 

Wilmington, Cal. Chamber of 
Commerce requested City Coun- 
cil to install a fire alarm system 
for city. John Porter, Mayvr. 


Box No. 710, c/o FIRE equipment, 
ENGINEERING, 24 West 40th St., 


New York. 
5 


N. H. Chiefs Meet in Concord 


The fisst meeting of the newly formed New Hampshire 
Fire Chiefs’ Club was held at the Eagle Hotel in Concord, 


with sixty-seven persons present at the luncheon. Eighty- 
seven names were entered on the charter roll. : ‘ 
Alfred E. Miner, of the Massachusetts Safety Council, 


spoke on “Fire Prevention.” Others who spoke included 
Charles “Sandy” Chapman of the Gamewell Company, and 
Louis Clarner, Jr., of the New Hampshire Board of Fire 
Underwriters. 3 

Officers of the new organization are: President, Chief H. 
J. Monahan, Berlin; First Vice-President, Chief Carroll M. 
Nash, Dover; Second Vice-President, Chief E. B. Riley, 
Keene; Secretary-Treasurer, Chief Albert C. Melendy, 
Nashua; Sergeant-at-Arms, H. D. Hilchey, Bedford; Board 
of Directors, Chiefs Charles H. French, of Manchester, Wil- 
liam J. Happny, of Concord, Arthur W. Spring, of Laconia, 
William F. Woods, of Portsmouth and Fred M. Sargent, of 
Sunapee. 

Meetings will be held bi-monthly throughout the year. At 
an early date there will be a joint meeting with the Massa- 
chusetts Fire Chiefs’ Club to be held in Nashua. 


California Chiefs to Meet in June 


The next quarterly meeting of the Northern California 
Fire Chiefs’ Association will be held in Fresnc, June 9-11. 

One hundred firemen attended the meeting held in Santa 
Cruz at which time the large number of incendiary fires in 
Oakland was discussed. A resolution was passed calling 
for the installation of automatic sprinklers and fire alarms 
in all apartment houses and public institutions. The chiefs 
opposed Bill 1423, an act repealing an act to regulate con- 
struction and occupancy of cleaning and dyeing establish- 
ments and stores for spotting and spongeing clothes. The 
association approved Bill 1011, an act to amend sections 2 
and 5 of an act to create a State Fire Marshal, and Bill 971, 
an act to amend sections 1, 3, 4, and 7 and to add a new 
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section of an act regulating cleaning and dyeing establish- 
ments. 

Recent fires were described by Chief William Lutkey of 
Oakland, Chief Charles Brennan of San Francisco, Chief 
Charles Plummer of San Jose and Chief F. Noonan of 
Vallejo. 

Battalion Chief Frank Sandy of San Francisco was elected 
Vice-President to succeed Chief Murphy of Piedmont who 
died two months previous to the meeting. 





Moeller Chief of Kenosha, Wis. 


Fred J. Moeller was appointed Chief of the Kenosha, Wis., 
Fire Department to the vacancy when Chief John J. 
Schwartz retired due to ill health. 

Chief Moeller entered the department on February 1, 1915, 
as a truckman. He was promoted to Lieutenant on January 
1, 1923, and on April 4, 1924, was made Captain. Advance- 
ment to Assistant Chief came on September 15, 1930. 


Oregon School Will Be Held in June 


Preparations are under way for holding the Oregon Fire- 
men’s School which is conducted annually under the auspices 
of the Oregon Fire Chiefs Association, the engineering 
school of Oregon State College, the State Board for Voca- 
tional Education and the State Fire Marshal Department 
cooperating. This year’s school will be held at Corvallis, 
June 6 to 9, inclusive. 

The four-day program, according to a circular letter is- 
sued by President J. F. Volstorff of the Fire Chiefs Associa- 
tion, who is Chief of the Hood River Fire Department, will 
be replete with instructions and practical training upon all 
subjects and phases of the science of fire control, particularly 
as it applies to and fits the needs of the small city and com- 
munity. Instructions and working demonstrations will be 
under the leadership of the best engineering talent and ex- 
perienced fire-control experts on the Pacific Coast. 

A. H. Averill, State Fire Marshal, whose department en- 
dorses and contributes to the support of the School, is urging 
the Fire Chiefs and firemen of the state to attend and the 
Mayors and Common Councils of all Oregon communities 
to provide funds to meet the actual expenses of their Fire 
Department representatives in attendance, as a community 
fire-safety insurance investment. 








Hanly, Hudson County Chief, Dead 


James Hanly, Chief of the Hudson County Fire Depart- 
ment since 1917, died of pneumonia in a Jersey City, N. J., 
hospital. He was sixty-two years old. In 1892 he joined the 
Jersey City Fire Department and retired in 1917 with the 
rank of Captain, to organize the county Fire Department. He 
is survived by his widow, two sons, two daughters and a 
sister. 





Chief Pouderoux of Paris Retires 


Colonel Paul Pouderoux, in charge of the Paris, France, 
Fire Department has retired from command of the fire 
service. There is a rumor that he is about to be advanced 
to the grade of General in the French Army. During the 
war he was with the French Air Force and at the armistice 
was in sole charge of the night flying operations of France’s 
military aviators. 





Illinois Fire College to be Held in June 


The ninth annual Fire College, under the auspices of the 
Illinois Firemen’s Association, is to be held at the University 
of Illinois and the grounds and drill tower of the association 
in Champaign, Ill, on June 20 to 23. Several new features 
are promised at this year’s college, which, according to 
Secretary Roy W. Alsip, have not been attempted in any 
other school. Later on a tentative program will be issued. 

Prof. L. H. Provine, of the University, is to be again 
Director of the school. 





Department and Other Reports Received 
Brockton, Mass.—Annual report of the Chief of Fire Depart- 
ment, Brockton, Mass., and the Superintendent of Fire 
Alarm; seventy-two pages and cover. 
Minneapolis, Minn.—Annual report of Minneapolis Fire De- 
partment; illustrated, sixty-four pages and cover. 
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MEET PRESENT DAY 





NEEDS ECONOMICALLY 


BY INSTALLING YOUR OLD EQUIPMENT ON A 
Luverne Fire Truck Chassis 
f 


WITH 750-1000 GAL. 
PUMP 





STANDARDIZED AND 
Prices quoted on request 


LUVERNE FIRE APPARATUS COMPANY 
LUVERNE, MINNESOTA 





UNDERWRITER APPROVED 





JUST THE SIREN 
for MUNICIPALITIES 


A weather-proof Siren especially 
designed for Fire Signals in aver- 
age-sized communities. Manually 
or automatically controlled for 
coded alarms to be broadcast over 
the countryside. Thousands of 
towns and villages have found the 
FEDELCODE exactly what they 
desired in design, operation and 
construction. Simple to install. 
Rugged construction and a piercing 
tone that can be heard a long dis- 
tance. Write to Federal Electric 
Company, 8702 South State Street, 
Chicago, for complete information. 


FEDERAL SIRENS 























EDDY 
Fire Hydrants 


Are given preference by so many fire 
protection and water works men be- 
cause they know that more than half 
a century of experience go into their 
manufacture and they embody valu- 
able and exclusive features. 


Write for the Facts 


EDDY VALVE CO. 
Waterford, N. Y. 


James B. Clow & Sons, Chicago Agents 











NORTHERN PUMP COMPANY 


ESTABLISHED 1907 
MINNEAPOLIS, MINN. 





























COMFORTABLE AS 
YOUR OLD FELT HAT; 
WON'T SHAKE OFF 


Never go to a fire with- 
out the protection of a 
good helmet. It may 
save your life. 





444 LAFAYETTE STREET - 





COMFORT AND SECURITY 


WITH THE 


CAIRNS 


LATEST LOW HEAD 
CUSHION LINED 


HELMET 


Send for your copy of Catalog 
No. 227, showing this latest im- 
provement. 


CAIRNS & BROTHER 


Established 1836 - NEW YORK 


Here I is suh! 


SAMBO 


Puts Out 
CHIMNEY FIRES 
Quicky ee 


THE GENERAL PRODUCTS COMPANY, INC. 
NORWALK, CONN. 

















Valuable 


Information 


sure to 


ING. 





All the manufacturers you will find 
represented in our advertising pages 
have interesting and valuable data 
about their equipment which is yours 
for the asking. When writing, be 


mention FIRE ENGINEER- 




















THE NEW 
EASTMAN 
DELUGE 
GUN 
is a portable 
turret pipe that 
can be used on 
the ground or 
mounted on the 
apparatus. This 
photo shows 
our three-way 
gun used on 
the ground, 
connected to 
two lines of 
hose. This gun 
may be fur- 
nished with 














—- two-way, ; Write for new general catalogue 

-way or 
fourcway Sam. 4 SAMUEL EASTMAN COMPANY 
ese, as desired. Concord, N. H., U. S. A. 




















It will help if you will mention Fire ENGINEERING when writing advertisers 
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PUBLIC BE PLEASED 


At the annual dinner of the depart- 
ment, a Lieutenant was seated next to 
a city employee who was in a different 
bureau. Conversation drifted to the 
odd things that each was called upon 
to do in the course of the day’s work. 
The Lieutenant told of rescuing cats, 
mailing letters, unlocking doors and 
capturing escaped canaries. 

‘But that’s nothing,” said the other. 
“Last week some dame calls and asks, 
‘Is this the city Bridge Department?’ 
I asked what I can do for her. 

“She answered, ‘How many points 
do you get for a little slam?’” 


The wise little boy who doesn’t be- 
lieve in Santa Claus grows up into a 
man who believes in _ politicians. 


SUSPENSE 

A number of the boys from his own 
town had gone out on a spree the 
first night of the state convention. 
The party separated and he was left 
alone to find his way back to the hotel. 
All the food he ate plus the stuff he 
drank was causing a revolution in his 
stomach. 

When he entered the hotel and 
stood before the elevator door, the ele 
vator boy asked 

“Up or down?” 

The inebriated one thinking of his 
stomach answered, “Oh, man, | wish 
I knew!” 


After the farmer does his spring 
planting, the first thing that comes up 
is the mortgage. 


BOTH FAILURES 

\ recently organized village Fire 
Department, with the cooperation of a 
local school teacher, staged a three-act 
play. Murphy, a village character, had 
a large part, and his friends armed 
with vegetables were there to see his 
performance. At the end of the play 
Murphy was pleased at demands for 
his curtain appearance. When he 
came out he was surprised at the at- 
tack from the balcony. 

He hastily dodged behind the curtain 
and shouted so that all could hear: 

“It’s true that I haven’t made a hit 
but neither have any of you mugs.” 


The reason we never hear of women 
after-dinner speakers is that they can’t 
wait that long. 


EFFICIENCY 

Out in the outlying sections of the 
town, where there were no gas mains, 
one woman attempted to force an 
early morning kitchen fire with the 
usual bad results. The doctor was 
called. The patient’s husband was on 
hand to let him in. 

He said, “It’s so good of you, 
doctor, to travel so far to see my 
wife.” 


“Not at all,” he answered. “I have 


FALSE ALARMS 


a patient next door, and I thought I'd 
kill two birds with one stone.” 


BEFORE THE WAR 

A crowd of eager spectators was 
watching the two-alarm fire. One fel- 
low attempted to push his way 
through the crowd to be in the front 
row. He kept on forcing his way 
against the man in front. The one 
being jostled could stand it no longer 
and he swung at his molestor. The 
case was taken to court. 

The judge said, “What do you mean 
by saying this man jostled you. Any 
one can see that he is a_ physical 
wreck.” 

“Yes, your honor, but he has been 
a physical wreck only since he pushed 
me. 


Advice to the girls who pal with 
firemen: Don’t always expect silk 
presents, for you must remember that 
into each one’s life a little rayon must 
fall. 


ATHLETIC 

What with forced days off and with 
cuts in salary, economy had entered 
the lives of the men in the depart- 
ment. 

“Hello, rolling your own cigarettes?” 
one was asked. 

“Yeah! The doctor said that I 
ought to get more exercise.” 


In all large laundries, according to 
one magazine, the very latest scientific 
devices are used. We understand that 
it is only in the very small and old- 
fashioned ones that buttons are still 
removed by hand. 





SANS VOICE 


Firemen are trained to respect su- 
perior officers and to obey their orders. 
O’Brien never could bring himself to 
that state where he implicitly re- 
spected his Captain. 

One day he chanced to meet his 
Captain who was also off duty. 

“Do you know, sir,’ O’Brien said, 
“IT was all set to tell you what I 
thought of you last night, but I lost 
my courage.” 

“That’s a surprise. How did it hap- 
pen?” 

“IT think it must have fallen out of 
my hip pocket on the way over to your 
house.” 


JUST NO GOOD 


“Have you heard the story about 
the snippy salvage man?” 

“No. What about him?” 

“He was rotten to the corps.” 


HANDICAPPED 


The concert and dance arranged to 
swell the pension fund was considered 
a prominent social function. All of 
the who's who and some of those who 
would like to be, were there. Lieut. 
Timkins who was better versed in 
prize fights and _ other sporting 
matches, was there with his wife, who 
had an appreciation of music. 

A woman on the program sang a 
large number of songs. 

Mrs. Timkins remarked to her hus- 
band, “She has quite a large repertoire, 
hasn’t she?” 

“Yes, she has,” he replied, “and that 
dress makes it look all the worse.” 


A bachelor is a man who doesn’t 
make the same mistake once. 
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CHIEF ~ “NOW, DON'T FERGIT, MEN. WE WANTA 
PUT ON A DIGNIFIED APPEARANCE ¢ ” 








—Drawing by “Art” Espev 
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do this because they are advertisers 

| Acid Siphons and good friends of this publi- 
2 Adaptors for Changing Hydrant cation and want to coop- 
; aati oot tte erate with our readers in 
4 Aerial Ladders, Detachable every wey possible in 
5 Aerial Trucks the improvement 
6 Alarms, Sirens, Electric of their de- 
7 Alarm Systems, Industrial partments. 
8 Alarm Systems, Municipal Tele- Se hel 

graphic o nep 
9 Alarms, Thermostatic your- 
10 Asbestos Clothing self! 
11 Badges, Insignias, Buttons, etc. 
12 Banners, Trumpets, etc. 
13 Battery Jars 
14 Battery Zincs for Fire Alarm Bat- 

teries 41 Fire Boat Nozzle Equipment 
15 Bells, Fire Alarm, Municipal 42 Fire Department Supplies, General 
16 Body Equipments 43 Fire Exit Devices, Door Opening 
17 Boxes, Gongs, Reels, Registers, 44 Fire Alarm Posts 

Fire Alarm 45 Fire Escapes, Portable 
18 Brakes, Air 46 Fire Escapes, Rigid 
19 Brake Linings 47 First Aid Equipment 
20 Brooms, Fire 48 Flare Lights 
21 Building Materials, Fire Retardant 49 Flashlights, Hand 
22 Caps, Firemen's 50 Flood Lighting Equipment 
23 Chains, Non-Skid, Fire Apparatus 51 Foam Generating Apparatus 
24 Chassis for Fire Apparatus 52 Foam Liquid for Extinguishers 
25 Chemical Engines and Tanks 53 Gas Masks and Respirators 
26 Chimney Fire Fuses and Com- 54 Gas and Smoke Helmets 

pounds 55 Gas and Smoke Generators 
27 City Service Trucks 56 Goggles, Firemen's 
28 Coats and Suits, Firemen's Quick 57 Helmets, Metal, etc. 

Hitch 58 Hose Bridges 
29 Combination Chemical and Hose 59 Hose Carts, Reels and Racks 

rs 60 Hose Clamps 

3 Hing and Welding Equipment, 61 Hose, Fire 
' — Torch — 62 Hose, Chemical 
31 Cutting and Welding Equipment, 63 Hose Holders 

Electric 64 Hose Jackets 
32 Deluge Sets 65 Hose Standardization Tools 
33 Door Openers, Fire Station, Auto- ro a Draining Pumps 

tic ydrants, Fire 

was: 68 Jacks for Fire Trucks 
34 Electric Light Plants 69 Jacks, Shoring and Prying 
35 Extinguishers, Calcium Chloride 70 Ladders, Fire 
36 Extinguishers, Carbon Dioxide 71 Lightning Arresters 
37 Extinguishers, Soda-Acid 72 Motorcycles, Fire Dept. Equipped 
38 Extinguishers, Carbon Tetrachlo- 

tide 
39 Extinguishers, Foam FILL IN THE 
40 Extinguishers, Powder COUPON 
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24 West 40th Street, New York City 





FREE INFORMATION 


Just run down the list of equip- 
ment and jot down on the coupon below the numbers that 
indicate the equipment in which you are interested. Then 
fill out rest of the coupon and mail it to us. 
We will then request the leading manufacturers of 
such equipment to send you descriptive litera- 
rices direct without any cost to 
you or obligation whatever. 


The manufacturers we notify will gladly 













101 
102 
103 
104 
105 
106 


107 
108 
109 
110 
it 
112 
113 


114 
115 
116 


Nets, Life 

Nozzles, Pipes and Miscellaneous 
Brass Goods 

Packings, Pump 

Pads, Pole Hole 

Paints, Fire Resisting 

Priming Ether, Motor 

Pumping Cars, Standard 

Pumping Cars, Foam 

Pumps, Fire Apparatus 

Pumps, Fire Service, Stationary 

Pumps, Portable for Fire Protec- 
tion 

Record Books, Fire 

Relief Valves 

Reviving Apparatus, Oxygen 

Rubber Clothing 

Salvage Covers 

Searchlights 

Shingles, Fire Retardant 

Shirts, Firemen's Special 

Sirens,Apparatus and Chiefs’ Cars 

Sliding Poles 

Soda and Acid Chemicals 

Spark Plugs, Fire Apparatus and 
Motorcycles 

Squad and other Auxiliary Cars 

Sprinkler Head Shut-Ofts 

Sprinkler Supervisory Service 

Sprinkler Systems, Automatic, 
Foam 

Sprinkler Systems, Automatic 
Water 

Steam Fire Engines 

Syphons, Water 

Tarpaulins and Fire Blankets 

Tetrachloride Chemicals 

Thawing Equipment, Hydrant 

Tires, Fire Apparatus, Pneumatic, 
Solid, Cushion and Non-Skid 

Tractors 

Traffic Clearing Systems 

Triple Combination Pumping Cars 

Uniforms 

Water Towers 

Wheels, Cushion 

Whistles, Fire Alarm, Compressed 
Air 

Whistles, Fire Alarm, Steam 

Whistles, Fire Apparatus 

Wrecking Trucks 











As a Fire Protection official | should like to have descriptive literature and complete information 


mailed to me, without cost or obligation, on the equipment indicated by the following numbers: 
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STERLING SIRENS 


Free Rolling— for 
apparatus, 
chief's car, 
general 
alarm and 
coding. 





Bulletin 691 
on request 


THE STERLING SIREN FIRE ALARM CO., Inc. 
60 Allen Street Rochester, N. Y. 














JOHN H. CLAY, INC. 
1320 Ridge Ave., Philadelphia, Pa. 





DOOR SPRINGS 


Complete Automatic Spring Outfits for Doors Opening 
In and Out. Used throughout the world. Once on the 
doors your door opening troubles cease. They last a 
lifetime. Send for Bulletins. 























The FINEST LARGE NOZZLES 
and DECK GUNS are 
‘“‘Made by MORSE” 


Practically every well known Fire Boat 
in service in this country today is 
equipped with MORSE “Invincible” 
Nozzles, many pieces of fire apparatus 
are also equipped with these excep- 
tionally fine nozzles. They are the re- 
sult of nearly a hundred years of ex- 
perience in producing nozzles that are 
a lot better than the general run of fire 
nozzles. 


ANDREW J. MORSE & SON, INC. 
221 High Street BOSTON, MASS. 





























New Victor 
Gas and Fume Mask 


Better Rubber. Longer Life. 

Better Fitted. Moulded to Fit the 

Face. Better Vision. Renewable 

Lenses. Better Air. Better Work. 

Low Prices. High Quality 

Over 5,000 Victor Gas Masks 

in Service 

Full Line Fire Dept. Supplies and 
Equipment 


New 43 Edition Catalog on Request 


The Woodhouse Mfg. Co., Inc. 


156 Chambers St., New York 


D. A. Weedhouse George J. Kuss 
Pres. andGen. Mgr. Vice-Pres. and Treas. 
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Chief Sullivan of Utica, N. Y. 


says: ‘It is an education in itself to any 
fire department executive who is alive 
to the advantage of modern methods 
and efficiency. | recommend it as an 
instructive book and reference quide of 


unsurpassed value.’ 


Chief Smith of Pittsburgh, Pa. 


says: ‘It is the one and outstanding 
publication in its field. It will prove to 
be useful, helpful and instructive to the 


fire service.” 


Chief McGinley of E. Orange, N.J. 


says: ‘The best book on firemanic data 
that | have ever seen. It is concise 
and can be easily understood by all 
progressive firemen striving for promo- 


tion.” 











~ FIRE CHIEFS 
HANDBOOK 


By FRED SHEPPERD 


In Collaboration with the EDUCATIONAL COMMITTEE of the 
INTERNATIONAL ASSOCIATION OF FIRE CHIEFS 






HERE have been books on fire-fighting, but never anything so 

complete and authoritative as the "Fire Chief's Handbook." 
This book, a gold-mine of practical, helpful data, gives a reliable, 
up-to-the-minute answer to almost every question that might 
come up in modern fire-fighting practice. 


The result of many months of exhaustive research and careful preparation, 
the "Fire Chief's Handbook" is the only book that has ever been officially 
approved and sponsored by the International Association of Fire Chiefs. 
As Editor of FIRE ENGINEERING, and the author of other widely used 
books, including "Simplified Fire Department Hydraulics," Mr. Shepperd 
is recognized as one of the country's outstanding authorities on the subject 
of fire protection. 


For progressive fire chiefs, interested in up-to-date fire fighting methods, 
the "Fire Chief's Handbook" will be a mighty valuable reference guide. It 
gives to ambitious fire department officers and men, in plain, understandable 
form, information that should prove extremely helpful in preparing for pro- 
motional examinations. In fact, it is a book every fire fighter needs and 
ought to have. 


The Edition is Limited — Better Order Your Copy Today 
CASE-SHEPPERD-MANN PUB. CORP., 24 W. 40th St., New York City 


$400 


Per Copy 
POSTPAID 


If the book isn’t what you 
expected, return it within 5 
days and your money will 
gladly be refunded. 





512 PAGES 
350 ILLUSTRATIONS 








Here are some of the sub- 
jects covered: 


FIRE DEPARTMENT TOOLS AND 
EQUIPMENT 


MOTOR FIRE APPARATUS PUMPS 
FIRE EXTINGUISHERS AND THEIR 
USE 


FIRE STREAMS 
FIRE-FIGHTING METHODS 
FIRE STATION DESIGN 
TRAINING OF FIREMEN 
SALVAGE OPERATIONS 
BUILDING INSPECTION 
VENTILATION AT FIRES 
CARE OF FIRE HOSE 
CHEMISTRY OF FIRE 
HEAT AND ITS ACTION 
DRILL TOWERS 

DRILLS AND EVOLUTIONS 
FORCIBLE ENTRY 
EXPOSURES 

STANDPIPE WORK AT FIRES 


—and Many Other Things 

















A Hose tor Every Fire Department Need 








HE MAN who buys fire hose 


| without investiqating Eureka Brands 





is overlooking 56 years of fire hose 





manufacturing experience e ee and 





the most complete line of quality fire 


hose that has ever been made ee 


EUREKA FIRE HOSE MANUFACTURING COMPANY 


1790 BROADWAY, NEW YORK CITY 


Omaha 
Philadelphia 
Salt Lake City 














